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Testing an electric ignition 
bower burner; being fed 
with. cold oil. at about 30 


“deg. F., while voltage is 


being cut down at intervals 
as low as -75 volts to deter- 
mine if burner will ignite 
without failure under these 
conditions, 
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KEWANEE 


Boilers 
Cut coal costs by eliminating smoke 


Smoke is waste—good fuel going up the stack 
unburned. It is the dragon that steals a buildings’ 
profits from the owner’s safe. 





Kewanee Smokeless 
Boilers burn al/ the coal 
put into them. They cut 
coal costs because none 
of their fuel is wasted up 
the stack as smoke. And 
this is true even when 
they burn the cheapest 
grades of soft coal. 








Building owners look to 
you as their “Heating Ad- 
visors.” Tell them about 
Kewanee Smokeless 
Boilers. Explain that with 
these boilers they won’t 
waste any fuel. Show them 


the big saving they will make (in cities enforcing a smoke ordinance) 
by buying soft coal instead of expensive anthracite. 








And don’t forget to mention that these steel riveted heating 
boilers have established the finest records for long life. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 


Atlanta, Ga. Cincinnati, Ohio ——_—__—— BRANCHES——————_- New Orleans, La. San Francisco, Calif. 
Birmingham, Ala. Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 
Boston, Mass. Dallas, Tex. El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 
Charlotte, N. C. Denver, Colo. Grand Rapids, Mich. Memphis, Tenn. St. Louis, Mo. Toledo, Ohio 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can. 
Chicago, IIil. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. Y. 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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“Let us have faith that right makes might, and 
in that faith let us to the end dare to do our duty 


as we understand 1t.”’ 
Abraham Lincoln. 


Faith in you and your business can be brought 
about in no more certain manner than that 


of handling VYQ@GEL Frost Proof Products. 


The certainty of operation and resistance to 
the most severe winter blasts, assure customers 
that VOGEL Frost Proof Products are right, 
and builds lasting faith for you; brings you 
new profits when other plumbing is required. 


If you are not handling VOGEL products, 


you are overlooking one of your best profit 


Jos. A. Vogel Co. 


St. Louis, Mo. 


ANNAN 
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WOLVERINE 


ORE today than ever before does the 
skill of the maker determine the worth 
of Plumbers’ Brass Goods. 

Wolverine is great as an institution and 
as a producer og quality products; not be- 
cause of plants, equipment, or financial 
resources, but because joined to these is 
the right kind of manpower that stands for 
square dealing and progress. 


The men that build Wolverine Goods 
put into their work more than skill and 
painstaking precision. 


They build into them manufacturing 
ethics and principles that subordinate ques- 
tions of price ne profit to the first and most 
important consideration of making goods of 
distinctive character and value. 


It is their undeviating desire and intention 
to furnish the. Plumbing Trade products 
in which are embodied worth of character, 
material, and construction. 


We Sell the Retail Plumbing Trade Exclusively, 


WOLVERINE Copy WORKS 
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When the Blueprint 
reads-~ Pipe-champer~ 


Suggest the Te-pe-co “Universal” 


HE “Universal” has all the advantages of the 
wall-hung closet plus a simplified installation 
that requires no carrier. Its center of gravity is within 
itself. It is of full syphon jet construction with ex- 


tended lip and a large i pees ag the bowl Note that the “Universal” projects only 
opening verti i i mber. 19% inches from the wall whilea syphon 
s “ve tically into the pipe cna . jet wall closet measures 25 2 inches, and 
The Plumbing Contractor will find the installation of a blow-out type 22 }4 inches—thus sav- 
“ . ” : é : ing 3 to 6 inches of material in width 

the “Universal” easy and economical. Since the type of in- of each partition. 

stallation is the same as on an ordinary closet bowl no time 
3 cal secede Mah tea All supplies and wastes are back of the 
need be wasted by the journeyman in learning its intricacies. wall Gaidh, which sllawsthe use of voush 
All supplies and wastes are back of wall finish, which allows material at considerable saving. “Uni- 
the use of rough material at considerable saving. versal” operates with either flush valve 
or high tank, 


Since the pipe corridor is becoming so popular in the 
planning of buildings where closets must be used in groups, 
we suggest that Plumbing Contractors seeking this type of 
business would do well to write us for detailed information 
on the “Universal.” 


THE TRENTON POTTERIES COMPANY 
TRENTON, NEW JERSEY, U.S. A. 


World’s Largest Makers of All-Clay Plumbing Fixtures 


F-PF-C.O) Water Closets 


FOR EVERY PLACE AND PURSE 


VWAAAAAA AA AAA AAAAAAAAAAA AAA A AAA AA AAA AA AAAAA? 
——— a 
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200-galion per hour capacity pump, 
60-cycle motor, 35-gallon gal- 
vanized tank, complete. 

















Engine or motor driven pneumatic water systems, Pumping heads for deep wells. Fully en- 
800 to 5000 gallons per hour closed and self-oiling. Capacity 75 gallons 
per hour and up, depending on depth of well 


One best home water plant 
for every need 


[een penn ee ones 


~ 





You do not have to go outside the Fair- 
banks-Morse line of proved water systems 
to meet water service needs of any home be- 
yond city water mains. Cottage or mansion— 
farm or suburban home—there is a dependable 
Fairbanks-Morse Home Water plant that will 
meet the requirements exactly. A plant that 
will furnish plenty of water under pressure 
give year after year of reliable, trouble-free 
service—at a cost actually lower than city 
water rates. 
Fairbanks-Morse plants, ranging in capacity 
from 120 to 5000 gallons per hour, are made 
for either electric operation or engine drive. 
They are adapted for drawing water from any 
source—spring, well, stream, lake or cistern. 
For deep wells there are special, compact, self- 
oiling, automatic outfits for operation with 
either gravity or pneumatic tank. 


requirements, you can safely recommend a 
Fairbanks-Morse plant, knowing that in the 
F-M line there is one best home water plant 
for the particular service desired. Knowing, 
also, that the plant is built by the same 
organization that furnishes the highly efficient 
equipment for large municipal water systems 
and is made to the same standards of Fair- 
banks-Morse quality and workmanship. Be- 
cause of large production, home water plants 
of this matchless quality can be offered at the 
low Fairbanks-Morse prices. 


The advantages of handling this complete line 
of home water plants are apparent. Let us 
tell you what Fairbanks- Morse dealers, 
assisted by F-M national advertising 
and other sales helps, are doing with 

the F-M contract. Write today for 

the facts. Clip the coupon and 
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Whatever the water service conditions or pin to your letterhead. of it ‘ 
FAIRBANKS, MORSE & CO., Chicago a if 
sf ‘ H 
1 
i 
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HOME WATER PLANTS we 2 ff ! 
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flawless, comes from 
WOLVERINE tube drawing 


Appreciation for the job which seam- 
less tubing must do has inspired us to 
man the Wolverine mill with special- 
ists who are proud of their mastery of 
the art of drawing copper and brass. 
Clean insides—freedom from hid- 
den defects— uniform thickness 
—depend first upon the drawing. 
Bright anneal of copper tubing eliminates pick- 


ling. Absolute freedom from scale, positive temper 

and controlled grain bring Wolverine seam- 

less copper and brass tubing to final perfection. 
Get Wolverine quotations. Either random lengths 


or fabricated to any degree of comple- 
tion from your specifications. 


WOLVERINE TUBE COMPANY 
1491 Central Avenue Detroit, Mich. 


SEAMLESS COPPER AND BRASS TUBING 





We operate a well 
organized, completely 
tooled-up manufactur- 
ing department for ac- 
curate production of 
seamless tubing parts. 


This production may be 
to any stage of comple- 
tion you desire— from 
simple bends to finished 
work, plated. Such ser- 
vice simplifies your 
costs and speeds up your 


own production. 


Small diameter brass 

and copper tubing in 

stock. Heater coils 
formed. 
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nnouncin 


a new easy cutting threader 
for the larger sizes of pipe 


The Oster No. 44 Receder 


A big, powerful, clean cutting tool for all sizes of pipe 
from 2% to 4” inclusive. 


Readily adjustable for over, under 
and standard threads 


A simple rotary movement of the die head adjusts the 
tool to cut either deep or shallow threads. 


Gear reduction and ratchet handle 


assure easy threading 


One man can easily cut up to 4-inch pipe with this 
combination of narrow, long lead, sharp rake dies 
with correct gear reduction and ratchet attachment. 


Your letter head will bring complete information. 
Write today for attractive prices and full details. 


©STER 


THE OSTER MANUFACTURING COMPANY 





Manufacturers of the most complete line of pipe threading equipment in the world. 


2077 EAST, 61ST,PLACE, CLEVELAND, OHIO 
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GRAYBAR 
BUILDING 


New York City 


Sloan & Robertson 
Architects 
Clyde R. Place 
Mechanical 
Engineer 
Todd, Robinson & 
Todd, Builders 
zc L. Mott Co 
Plumbing Fixtures 
Jas. McCullough Co. 
Plumbing 
Contractors 





Graybar... 


ENGINEERING 
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PARAMOLNT 
BUILDING 


New York City 
Rapp & Rapp 


Architects 
R. E. Hall 
Mechanical 
Engineer 
Thompson-Starrett 


Co., Builders 


J. L. Mott Co. 
Plumbing Fixtures 
Geo. E. Gibson Co. 

Plumbing 
Contractors 
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Paramount 


Monuments to the genius of American building construction 


ROUD additions to the skyline of New York 
. . . typifying both the growth of American 
industry and the genius of American structural 
engineering. The Graybar . . . largest office 


building above ground in the world. . . 36 
acres of floor space . . . to house 13,500 people 


. . . 50 miles of freight cars to carry the materials 
. . 25,000 tons of steel . . . ten million brick 
used in its construction. 


_ The Paramount . . . a tribute to America’s 
fourth largest industry, motion pictures . . . an 


WHALE-BONE-ITE 


$18,000,000 investment . . . 455 feet high. . . 
10,000 tons of steel . . . 68,000 cubic feet of 
limestone and granite .. . eight steel trusses 
weighing 144 tons each lifted 115 feet high for 
ceiling and dome, the heaviest single lifts in the 
history of building construction. 


Both embody the best in mechanical and sani’ 
tary equipment that these master creators could 
conceive. Selection of the Whale-bone-ite Seat 
for these fine structures is convincing recognition 
of the world-wide pre-eminence of this product. 


TOILET 
SEAT 


THE BRUNSWICK-BALKE-COLLENDER COM PANY-CHICAGO 
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-- »Hetstream is the only 
water heater licensed 
Rae ‘io use the 


PATENTED 


| KEROGAS 
on be — sahil 
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No. 20 K. W. 





Hotstream Kerosene 
Heaters are Better — 


The Quadruple Coils of Comet Feng an extra- 
ordinarily large surface to the flame, producing 
hot water on the first circulation. Each coil is 
connected to the brass manifold with union 
connectors—a decided advantage. 

Made in 3 sizesto meet all requirements. 20 K.W. 
for average home use, 20 G. K. for larger hot 
water demands, and Twin K. W., double the 
capacity of 20 K. W. 

Hotsteam Heaters will enable you to get more 
than your share of suburban business. Write or 
wire for full information. 


The Hotstream Heater Company 
**Makers of Heaters that Heat’’ 
CLEVELAND, OHIO 
Branch Offices: 


New York: 210 E. 45th St. Chicago: 627 Washington Blvd. 
Toronto: 269 W. Richmond St. San Francisco: Rialto Bldg. 
Detroit: 1045 Wayburn Ave. Denver: 1715 California St. 
Cambridge, Mass: 491 Main St. Louisville: 111 So.Second St. 


Manufacturers of a Full Line of Gas and Kero- 
sene Heaters— Standard High-Grade Products 
Built to Give Lasting Satisfaction. 







































SEND FOR 
NEW 
FOLDERS 
AND 


FREE 
SALES HELPS 


Demand 
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, The DELANY VALVE 


The Greatest Improvement in the Closet Tank in 30 Years 
No other Valve has all of these Features 
Reasonable in Price — High in Quality 


SPECIFY IT! 








COPPER LIFT. WIRE 


1%” SEAMLESS COPPER. OVERFLOW TUBE 








MONEL LIFT WIRE 


<6 


Pega 





B* using.a HARD Rubber Ball exclusively in place of a 
soft one, the Delany Valve gets rid of the greatest ab- 
jection to the low tank. This HARD Rubber Ball keeps its 
buoyancy indefinitely—built for lifetime service. The Uni- 
versal Joint on top arid shape of ball on bottom guide the 
way. toa perfect seat every time, The one-piece cast brass 
Integral Guide Post’ does away with shifting guidé arnis 
and corroding set _screw. 





Fittings —‘Delanyite Tanks — Hidden Screw Geats 


DELANY FITTINGS 


ON SALE AT ALL LEADING SUPPLY HOUSES 
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A Letter from 


= 


Nye Nipple Wrench 
34 1114 Wrench 2 1% 4% 
Net Price, Each....... $1.00 


Qoa—— 


Nye Nipple Wrench 
Ratchet Handle 
Eo | ae $4.00 





Nye Four-Way Solid 
Die Stock 


Complete with %, 4, % 
and 1-inch Dies. 


i | renee ar $12.25 





Nye Three-Way 
Armstrong Pattern 
Die Stock 


Complete with 14, 34 and 
1-inch Dies. 


Net Price............$12.34 





Nye Self-Locking Vise 
No. 00 36 to 9”........ $2.82 net 
No. 10 % to 244”...... 3.34 net 
No. 20 % to 314”...... 5.00 net 
No. 30 % to 4%”...... 7.33 net 
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Harry G. Nye 


February 12, 1927. 


To the Plumbers and Steamfitters of U. S. A. 





Fellow Citizens: 


Gaar Williams, the Chicago Tribune cartoonist, who came from 
Richmond, Ind., the same town I came from, that is, the same 
town I came from last, tells a true story of a man who drove 
the band—wagon of a circus, and was fired. When Gaar in- 
quired "What for?" they told him, "The fellow drove an 8—horse 
team up a blind alley." 


If you have ever tried to turn an 8-horse team and a band- 
wagon around in a 16-foot alley, you wouldn't wonder he was 
fired. But I got to thinking about it, and I wondered if that 
isn't what a lot of us do sometimes——drive an 8—-horse team up 
a blind alley? We may be in the plumbing business, but if a 
plumbing shop isn't a circus, I don't know what is. 


In the plumbing business, or the circus business, which are a 
good deal alike, except for the profits, I guess the best way 
to win success is to decide on one place to go, and the best 
way to get there. The only way to do is to pick out one 
street, and stick to that, and not try to short-cut to success 
up some unfamiliar alley. 


I admit that I make the best pipe-—cutting tools in the world, 
I might say the only real pipe-—cutting tools in the world, 


‘but I don't deserve much credit for that, because that is what 


I always intended to. I didn't drive up a blind alley. I 
took it lickety—larrup right up the middle of main street. 


Today there are only two kinds of pipe tools: Nye's, and the 
other kind. 


I am not a wise guy. If I thought I was, I would have wound 
up in a blind alley long ago. I'm such a darned fool that, 
when I get something right, my wife says, "Who told you?" So 
I picked out one street-——the plumbing tool business—and I 


stuck to that street, and kept out of the blind alleys of 
other lines of manufacture. 

That is how it happens that Nye Tools cut so much faster and 
easier and last so much longer than any others. That's all I 
know. But I sure am a nut on that! All I make is pipe tools. 
But wouldn't you rather buy the Nye line than somebody's 


sideline? 
prog, ¥ Nye 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 


Aa kw— 


Nye Saunders Pipe Cutters 


Yours exclusively, 


Copyright 1927 by Harry G. Nye. 
— All rights reserved. 





NO. Leveeeeessesseeeseeseeseeeeesens $ 1.80 net Nye Drop Forged Pipe Cutters 
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Jend for our “B” Catalog illus- 
trating a large variety of showers B 460 


and other Hajoca Brass Goods. 















omething to suit every requirement of style and price 
is to be found in the varied line of concealed and exposed 
Hajoca Showers. — : 









Whether with one of our two types of mixing valve 
ior with double valve, whether with nickel plated or china 
inhead, or with rose sprays, each fixture has built into 

it that Hajoca quality which has so long stood for satis- 

CA faction and lasting service. 








ba Merchant Plumbers everywhere are creating new 








Brisas business for themselves by recommending the addition 
be Othe of showers in alteration jobs as well as in new work. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HE PICTURE ON THIS WEEK’S COVER 

was taken in the Underwriters’ Laboratories, in 

Chicago, to accompany the review in this week’s 
issue of the “Plumbing and Heating Tests” made in the 
Laboratories during 1926. The work that is going on 
there is of the utmost importance to men engaged in the 
plumbing and heating industry. Primarily, of course, 
the Laboratories are interested in making sure of the 
safety factor. In the case of oil burners, for instance, 
this is a deciding factor when the heating contractor is 
considering taking on an oil burner. The interest in such 
a review of the activities of the Laboratories as is in- 
cluded in this week’s issue lies in the methods as de- 
scribed. Then, too, in the case of oil burners, for in- 
stance, there are some valuable pointers for the heating 
man who installs a burner in his own home or in his 
place of business in order to try it out before selling it 
to his customers. The review will give some idea of the 
kind of check-ups made at the Laboratories after the 
tests have been completed. In addition to oil burners, 
tests of sprinkler systems, electric refrigerators, and 
other products of interest to qur field were made. The 
report will serve to give our readers some late data on 
equipment which they are handling. 


INNEAPOLIS, TO BE THE SCENE OF THE 

National convention this year, attracts special in- 
terest to the report of the Minnesota state meeting. 
Plans are well under way for the big meeting in June. 
Among the topics which created a stir was a report on 
a “Heat by Radiator” campaign, which developed the 
fact that it is actually possible to get a piping job on 
a competitive basis with warm air jobs, a fact of which 
heating men have not generally been aware. A com- 
plete presentation of the plans for the expanded activi- 
ties of the National Trade Extension Bureau received 
a great deal of attention, as did the fact that a state 
plumbing code is now ready for presentation to the 


legislature. 


RESIDENTS AND SECRETARIES OF VARI- 

ous California associations gathered together last week 
at Fresno to have a grand powwow on matters of com- 
mon interest. Among the topics discussed particular 
value was attached to the efforts of the various local 
organizations toward making membership a vital factor 
in the minds of prospective buyers of plumbing and 
heating materials. A great many constructive ideas will 
be found in the report, valuable to association officials, 


“a. GET A REPUTATION,” SAYS MILT 
Marvels this week, quoting the old saying, and 
has a good story to show what a reputation can produce. 
This week he has found a plumbing and heating man 
whose reputation is good enough to secure competitive 
work on what is practically a non-competitive basis. It 
is said that reputation is the most valuable thing a man 
has—and that’s particularly true in the business world. 
On a good reputation—a reputation for quality work 
and quality materials—this master has built a business 
that is growing by leaps and bounds. Milt advises a read- 


ing of the story. 


T USED TO BE, WHEN A CHILD IN SCHOOL 

was slow in his studies, the first thing the teacher thought 
of was that he was either lazy, or was just plain dumb. 
Edwin S. Hallett, at the recent A. S. H. V. E. meeting 
in St. Louis, in an address reproduced this week under 
the title, “New Facts in Ventilation,’ went exhaustively 
into the effect of air condition on the health of students. 


’ 


Imagine half a hundred children gathered in one poorly 
ventilated room, subjected to vitiated air and bad odors. 
Isn’t it too much to expect that there will be any mental 
efficiency in the group? And the child not constitutionally 
strong is exposed not only to over-fatigue but actually to 
disease. Mr. Hallett’s paper is another step in the 
studies which Your Weekly has been conducting in the 
matter of ventilation, particularly school ventilation, an- 
other example of the manner in which we here work in 
order to keep the paper abreast of the field. 


HE FIRST OF A SERIES OF ARTICLES ON 
“Water Hammer” appears in this fssue. This series 
will give examples of cases of water hammer and how 
they were traced to their sources. To the home owner 
there is probably nothing more annoying—and it is es- 
sential to be able to run down the cause quickly and cor- 


rect it permanently. 


F YOU HAD A BOILER WHICH FIRST RE- 

quired more make-up water, and then the condensa- 
tion returned so rapidly that there was danger of flood- 
ing—what would you do? That’s the Heating Problem 
for this week. Try it on your radiation tables. 


Your Ea 




















16 








DOMESTIC ENGINEERING February 12, 1927 


‘““TOLEDOS’’— 
STURDY, HONEST, DEPENDABLE AS LINCOLN 


_ Abraham Lincoln—honest, sturdy, dependable— 
his spirit lives, for his qualities were those that endure. 


So “TOLEDO” tools — honestly built, sturdy in 
construction, dependable in performance — perform 
their work well, and possess the qualities that endure. 


A quarter of a century of service, and today 
appreciated more than ever for their superior lasting 


qualities, “TOLEDOS” are the tools you should use “TOLEDO” —THE 
on your pipe threading and cutting jobs. MARK OF QUALITY 


Complete catalog will be sent you on request. 


THE TOLEDO PIPE THREADING MACHINE CO. 


TOLEDO, OHIO NEW YORK OFFICE: 72 LAFAYETTE STREET 
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Let All Without any intention of criticising those 
aggressive men who have ideas and the 
Speak ability to express them on a convention 
floor, we do feel that the type of business man whom 
certain resolutions are most likely to affect is the type 
whose opinions should most influence a certain measure. 
For instance, the proposed advertising and sales pro- 
motional campaign, now before the industry for dis- 
cussion and action, is aimed to develop, more than any- 
thing else, what we might call old work. One of the 
statements made by a proponent of the promotional plan 
was that the average person starting out to build a new 
house is educated to the point where he demands good 
plumbing and heating. It is, therefore, in the old homes, 
with their antiquated fixtures, their old style under-floor 
work and their inadequate systems, where this campaign 
is mainly expected to develop business. Of course, all 
kinds of plumbing and heating work will be benefited by 
this campaign, but it is essentially for the plumber who 
does jobbing-repair, replacement and remodeling work. 
It is the jobbing plumber, then, whose opinions should 
be voiced in a discussion of the business policies sug- 
gested as follow-ups to the Trade Extension Bureau 
campaign. And we note that the jobbing plumber’s voice, 
so far, has been in the minority and that men who 
specialize on new work, and big work, have been the 
ones to advocate new policies. Once more we want to 
say that such men’s thoughts are valuable thoughts; the 
industry welcomes their expression. But are they the 
ones to be so immediately affected by wholesalers’ mark- 
ing their fixtures with prices to the consumer, or by a 
uniform policy of selling fixtures without installing 
them, which are two questions being actively discussed ? 
This is a many-sided problem. We believe in having 
all sides brought into the light. We urge, therefore, every 
plumber whose jobbing work is an important part of his 
business to study this matter and to voice his opinions 
when a discussion takes place. When it is decided, then 
it will be decided as a result of serious thought on the 
part of all factors in the business. As we sometimes lose 
sight of the engineering phase of the industry’s work, 
so there is danger of overlooking the place of the jobbing 
plumber in discussing a merchandising program. 





A B Vd: The warning sounded recently by 

ut ing S. W. Straus, president of S. W. 
Warning Straus & Co., that no more new 
office buildings, hotels, apartment houses or apartment 
hotels should be started in New York City, Chicago, 
Philadelphia, Detroit or any other of the large cities of 
the country for a period of six months to a year, has 
received considerable publicity. Mr. Straus’ position de- 
mands consideration of such a statement, for his com- 
pany makes comprehensive studies of building condi- 
tions, and he would hardly take the chance of affecting 
his own mortgage bond business by issuing mere 
propaganda. 

Many forecasts from equally prominent men in the 
building field, however, look for a continuation during 
1927 of the huge construction volume enjoyed for the 
last two or three years. Even Mr. Straus made it clear 
that he did not apprehend any great falling off in the 
aggregate volume of building in general throughout the 
country this year. He pointed out that over $2,000,000,- 
000 worth of construction had been carried over from 
1926, that there would be an unusual amount of public 
building and public utility Construction and that many 
lines of private building would be maintained at high 
levels. He limited his advice to the immediate curtail- 
ment only of the four classes of properties mentioned. 

Those four classes, however, mean more to the master 
plumber than some other classes. At the same time, 
there are more speculative phases to these four classes 
than to other types of building, like private homes, etc., 
which are built to fill a definitely established demand. 
And speculative building, as a general thing, is not profit- 
able business for the masftr plumber and heating con- 
tractor. We recommend, therefore, an appreciation of 
the facts brought out by Mr. Straus, but an appreciation 
also of the fact that desirable, profitable business in large 
volume is in prospect for the aggressive master plumber 
and heating contractor. 

January building reports show continued gain in some 
sections; and it is to be remembered that the call for 
work of a highly specialized nature will continue with- 
out regard to the type of building spoken of by Mr. 
Straus. 
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In the power oil burner laboratory. A 

burner is being dismantled for examina-~ 

tion of parts to detect points of excessive 

wear. This is a regular procedure after 
tests have heen completed 


a 








Underwriters’ Laboratories 
Test Plumbing and Heating Products 


Studies made in 1926 of Oil Burners, Tanks, Refrigerators, 
Automatic Sprinklers, Welding Devices, Corrosion of Pipes, etc. 


N their 1926 report, Underwriters’ Laboratories touch 
the plumbing and heating field at many points. 
Progress has been made in the oil burner accessory 

field. This included the investigation and listing of such 
accessories as anti-siphoning devices, strainers, new types 
of temperature controls, and various other miscellaneous 
accessories. 

During the major portion of the year, 18 boilers and 
furnaces for the testing of oil burners were in constant 
Improvements in arrangement of equipment have 
been made from time to time in order to facilitate test 
work, relieve congestion, and add to the accuracy of final 
results. These alterations have included the provision of 
individual chimneys for the testing of natural draft oil 
burners, the installation of five steam boilers, the installa- 
tion of a new oil storage and handling system, and an 
addition to the equipment of automatic controls. The 
present arrangements include equipment for the testing 
of mechanical draft oil burners with either direct current 
or 110-volt, 60-cycle, alternating current motors. Further 
electrical equipment has been ordered for early delivery 


use, 
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to provide facilities for testing burners designed for use 
in territories where various odd frequencies are encoun- 
tered. The need for this equipment has been largely 
developed by the introduction of electric ignition oil 
burners, which type of burners makes up a very con- 
siderable portion of those now listed. 

Considerable progress has been made in the collection 
of data with regard to the various qualities of oil fuels 
obtainable on the market in different territories. This 
data, it is hoped, will soon be of assistance in arriving at 
some definite conclusion as to the practicability of adopt- 
ing sufficiently flexible oil fuel specifications to serve the 
purpose of both the oil burner manufacturer and the oil 
producer. 

A large amount of the time of the engineers of Under- 
writers’ Laboratories, engaged in work on oil burners 
has, for the closing months of 1926, been devoted to the 
long anticipated extension of label service to domestic 
oil burners. As announced in July, 1926, the change 
over from re-examination service to label service was 
started on October 15, 1926, and at the close of the year, 
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the label service will be in effect in practically all fac- 
tories which were producing domestic burners under the 
re-examination service. 


OIL BURNERS 

T IS difficult to give in brief a summary of the activi- 
I ties in the oil burner division. Improvements in 
methods of handling the work, and the increase in engi- 
neers and laboratory assistants employed, from six in 
1925, to a maximum of nine during a large portion of 
1926, give ample reason for the increase in production 
shown by the following tabulation. This tabulation also 
is interesting in that it affords a view of the develop- 
ment of the domestic oil burner industry. 


No. of 
Devices on List at No. of Listings 
Year End of Each Year Accomplished Each Year 
1918 1 1 
1919 1 
1920 2 ° 
1921 4 2 
1922 5 1 
1923 9 4 
1924 14 5 
1925 30 16 
1926 6: 33 


Continual contact with manufacturers as individuals; 
with the oil burner and oil burner accessory industry as 
a whole; with the American Oil Burner Association, and 
with the Chicago Oil Burner Association has assisted in 
promoting the adoption of well-balanced oil burning ordi- 
nances in many communities and in the thorough con- 
sideration of Underwriters’ Laboratories’ tentative stand- 
ards for the construction of oil burning equipment. 

During the year, five domestic steam-heating boilers 
have been added to the oil burning testing equipment, and 
sixteen burners can now be operated at one time. In 
connection with the new steam boilers, a large amount of 
special piping has been required to provide for the dis- 
position of the steam. The arrangement is such that some 


of the steam generated is used for heating and returned 
to the boilers. 














Installation being made _ for 
testing; manufacturer's repre- 
sentative overseeing installa- 
tion. 
notes to keep a record of the 
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Since direct current is required for the motors of some 
oil burners and alternating current for others, and since 
there is a wide variety of voltages and of cycles, it has 
been necessary to provide new electrical equipment in 
order that each burner may be tested under proper con- 
ditions. The present equipment provides for 25, 40, 50 
or 60-cycle alternating current. 

The testing of oil burners continuing throughout the 
year presented problems of ventilation, as for instance when 
six household-size furnaces had to be operated at full heat 
during summer months in a room of less floor area than 
that of a small cottage. By the use of heat insulated 
enclosures and stack ventilators, room temperatures have 
been kept within 10 or 12 degrees of the outdoor tem- 
perature. 

In contrast to this it has also been necessary to produce 
conditions of extreme cold to permit the determination of 
the performance of oil if stored where subject to winter 
temperatures. 


OIL STORAGE 


T HAS been found necessary to provide storage facili- 
I ties for the different grades of fuel oil required for 
burners of various designs. For this purpose five tanks 
each of 550 gal. capacity have been installed, bedded in 
sand, and enclosed with concrete in conformity with in- 
surance regulations. The fuel oil is now delivered by 
tank wagons, and all handling of barrels and drums 
avoided. 

As might be expected on account of the growth of the 
oil burner industry, there has been a constant increase in 
the number of manufacturers of containers for hazardous 
liquids, particularly in the underground storage tank class. 
In co-operation with manufacturers, a number of special 
tests have been put under way to determine whether im- 
provement in strength, reliability, and durability may not 
be secured by some alteration in methods of tank as- 
sembly. The standards for the construction of under- 
ground storage tanks have also been revised. 

During the year a set of specifications for the construc- 
tion of inside tanks for oil burners, in capacities up to 
and including 275 gal., has been prepared, and with the 
exception of a few minor altera- 
tions, is practically ready for 
use. It is expected that the 
work on this standard will be 
completed in the near future 


One of group is making 


installation so that label service for this 





class of container may be in- 
augurated eatly in 1927. 


WELDING APPARATUSES 


HE WORK in connection 
T with acetylene has shown 
more activity than has been the 
case for several years past. 
This activity included the in- 
vestigation of a number of 
lighting generators, and several 
generators of a _ special type 
used in the oxy-acetylene weld- 
including both 
stationary de- 


ing process, 
portable and 
vices. A number of meetings 
were held with the manufac- 
turers interested in oxy-acety- 
lene welding apparatus, as a 
result of which a complete re- 
vision of the standard for the 
construction of stationary auto- 
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matic acetylene generators for welding has been finally 
reported for adoption. 

Progress also has been made in the preparation of ten- 
tative standards for portable automatic acetylene genera- 
tors for the oxy-acetylene welding process. This partic- 
ular industry is one which has long been considered as 
so thoroughly stabilized that radical changes in standards 
and activity in production of new devices could not be 
expected. The growth and the use of the oxy-acetylene 
welding process and its adoption by an ever-increasing 
number of industries has resulted in such changes and 
improvements that work in this division may be expected 
to increase rather than to decrease or stand at a constant 
level. 

Another trend of development during the year, as re- 
flected in applications to this department, is the wide- 
spread manufacture and use of portable electric tools. 
The convenience and time saving characteristics of such 
equipment have been more widely recognized during 1926 
than ever before. 

These machines are required to perform work of vary- 
ing nature and are subjected to extremely severe usage 
in the hands of inexperienced operators. They ordinarily 
involve the use of an electric motor of fractional horse 
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that the Laboratories might not only know what to expect 
of such welding when encountering it in devices submit- 
ted for listing, but might also be in a position to answer 
inquiries regarding the process from outside agencies. 
Municipalities, all industrial organizations, fire insur- 
ance organizations, business of every sort, and the people 
throughout the country as individuals are all vitally inter- 
ested in the integrity of their water supplies, from the 
standpoint of the utilization of water for domestic pur- 
poses. One line of activity has related to water supplies 
in their broader application, involving the investigation 
of pipe used for both public and private service. The 
work which has been done on pipe started with considera 
tion of the raw materials entering into the product, and 
wound up with reports setting forth the results of tests 
of the chemical and physical properties of the finished ar- 
ticle. 
AUTOMATIC SPRINKLERS 
O THE uninitiated it would not seem that automatic 
sprinklers are in a class with fine watches from the 
standpoint of the precision with which they are made, 
nevertheless such is the case, and extensive sets of “limit 
gauges” are a very essential part of the sprinkler manu- 
facturer’s equipment. Besides the set of “limit gauges” 














Test boilers for oil burners at Underwriters’ Laboratories 


power supplied by a flexible cord and arranged to drive 
the cutting tool either directly or through a gear reduc- 
tion. A number of machines intended for this general 
type of service have been investigated and recommended 
for listing. 


METALLIC CORROSION 

HE TESTING of materials for corrodibility continues 
§ pets The investigations of the corrodibility of the 
joints formed in galvanized iron tanks, when acetylene 
welded with bronze welding rods, were completed and re- 
ported to the manufacturers. In accordance with Labor- 
atories’ policy, these welding processes were not submit- 
ted with a view to obtaining a standard listing, but rather 
in order that the manufacturer might have the facts and 


which each manufactyrer has, the Underwriters’ Labora- 
tories inspector is provided with a corresponding set, and 
a third set is kept at the home office for use in all check 
work done there. 


Aside from the usual run of work on automatic sprink- 
lers, the sprinkler division has, during 1926, investigated 
wax-coated sprinklers of four different makes and one 
with a lead coating. These wax-coated and lead-plated 
sprinklers are intended for use in situations where corro 
sive atmospheric conditions are prevalent. This division 


has also investigated a sprinkler equipped with orna- 
mental trimmings. 


In the manufacture of automatic sprinklers it appear: 
that the punch press is taking over production work which 
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In the mechanical draft oil burner laboratory, showing installation 
The device on the 
This provides for intermittent operation of the 


gravity to the five burners used in the test. 
to 110 volts, 


once belonged entirely to the foundry and this is evidenced 
by the fact that the department has in recent months in- 
vestigated two sprinklers which have stamped instead of 
cast levers. This department also recently has developed 
three pressure gauges with stamped brass cases instead 
of cases of cast brass. 

In the sprinkler laboratory will be found what is per- 
haps the most complete collection of ancient, mediaeval, 
and modern sprinklers in existence, and endeavor is con- 
stantly being made to increase the size of the collection 
by trading duplicates with others who have collections. 


AUTOMATIC ELECTRIC REFRIGERATORS 

ERHAPS the most outstanding development during 
Pas year has been the automatic electric refrigerator, 
paralleling the domestic oil burner development. These 
machines, involving as they do electrical equipment usu- 
ally in the form of a motor with its attendant wiring and 
switches and also pressure-producing and other equipment 
such as evaporators, and condensers, present a problem 
considerably different from any other line which has been 
brought to the attention of this department. 


burners as they would 


of five automatic pumps, arranged to supply oil by 


wall at left is an automatic switching device for circuits up 


be controlled by a room thermostat 

The refrigerator industry has expanded enormously in 
the last two or three years and it would appear that the 
production of the entire industry for the year 1927 may 
be in the neighborhood of three quarters of a million 
units. It is significant, therefore, that eight new 
panies, whose products had not before been submitted to 
the Laboratories, have, during the year 1926, filed appli- 


com- 


cations for a complete investigation of their household 
machines. 
The refrigerant itself calls for particular attention, as 


various substances are employed for this purpose. Sul- 
phur dioxide, methyl chloride, butane, propane, ethyl 
chlorine, isobutane, dichlorethylene are some of the more 
common. 


Sach of these has its own peculiarities and behaves 


differently when used in the refrigerating system. The 
pressures and temperatures which determine the nec- 
essary strength of the parts must be determined. The 


effects of escape of the refrigerant in the formation, with 
air, of mixtures which may be explosive, and the effects 
of the refrigerant on food stuffs in the refrigerator cham- 
ber are to be considered. 












































New Facts 


More progress has been made in 
ventilation in the last six years 
than in all the centuries before 


An address read at the recent A. S. H. V. E. meeting in St. 
Louis, Mo. 


By EDWIN S. HALLETT 


devoted to the problems of prolonging life and 

to making physical existence more worth while. 

A new chapter is being written in the marvels of science 
and especially those that affect the human machine. 

Medicine may be accorded the right to conscript all 

sciences and the products of all commercial and profes- 


sional activity if only it may contribute to the prdgress 
of better living. An effort to so contribute a bit is the 
justification for this paper. 

The matter of ventilation has loomed up as a subject 
of first importance, not because of a personal controversy 
between individuals or societies but because public atten- 
tion has been focussed upon new facts that have come 
out of research in many quarters. More progress has been 
made in the actual building of ventilation equipment, con- 
sidering its effect on vital statistics and in commercial 
awakening, within the past six years than has occurred 
in the history of the world before. Many are not aware 
of this advance, nevertheless it is a demonstrable fact. 
The business has grown from a mass of unknown quan- 
tities to a pretty well organized science and with a fair 
degree of uniformity of practice. It is the purpose here 
to set out briefly the important facts that must shortly 
find general acceptance. 


M ANY of the greatest minds of the world have been 


STANDARDS OF VENTILATION 
OR some years it has been apparent that little progress 
could be made until reliable standards for ventilation 


could be determined. It is a simple matter for the en- 


ST LOWIS SCHOOL ATTENDANCE 
AS EFFECTED BY VENTILATION 
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gineer, in the present status of the art, to produce any 
predetermined air condition in a school or other building. 
In the discussions of the New York report it was fre- 
quently asserted by engineers that if the American Public 
Health Association would define, or rather prescribe, the 
‘air condition which they considered best, the engineers 
would agree to produce that air condition. There was 
probably some sarcasm in such remarks, for it would be 
preposterous to assume that satisfactory theoretical stand- 
ards could be set up by any person or association. It is 
not so simple a matter as that and can never be solved 
in that way. 


Doctor E, Vernon Hill, who is both a physician and en- 
gineer, spent much time and effort in developing a stand- 
ard for school ventilation. He devised the well known 
synthetic air chart which was adopted by the American 
Society of Heating and Ventilating Engineers at the sum- 
mer meeting in St. Louis about five years ago. This chart 
placed what he ascertained to be safe or satisfactory 
values on temperature, wet and dry bulb, which signified 
the relative humidity, dust count, bacteria colonies after 
incubation, odors or freedom from odors, CO, for deter- 
mining air distribution only, and the sixth item, any other 
substance that should mar the comfort of the individual. 
This was the greatest forward step in general ventilation 
progress. The doctor used his experience in administering 
the hygiene department of the Chicago schools as a basis 
for setting values to these standards. In adopting the 
chart he proposed that it be used as a beginning from 
which to proceed with the research laboratory and other 
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sources of information until a perfect standard should 
be evolved. The fact that greater use has not been made 
of the chart and such amendments proposed as required 
by later research is a reflection on the engineers rather 
than the plan. The writer has used the chart and concurs 
in the plan and method in general, but would differ in 
some details of ascertaining the values. As, for example, 
the use of the CO, test is likely to lead to confusion in 
view of the fact that CO, was for a long time considered 
an injurious substance, whereas it is now known to be 
harmless. In fact, with recirculation, a better air condi- 
tion is now maintained with a rather high CO, content 
than was formerly obtainable with the normal outdoor 
concentration. The technical evaluations of this chart 
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may be translated to mean about as follows: Temperature 
shall be effectively controlled at 68 to 70 degrees with a 
relative humidity of 50 to 60 per cent. 

The new discovery of the research laboratory of the 
American Society of Heating and Ventilating Engineers 
requires also the air motion in similar control to produce 
the “comfort zone.’’ The new term “effective tempera- 
ture”’ is to find a place in the revised chart. 

We may be headed for a single control on radio, but we 
are in for three dials on school house ventilation control 
as yet. We hope to ‘‘gang”’ the controls of temperature 
and humidity, but as yet a successful humido-thermostat 
has not been put on the market. The two separate instru- 
ments are installed together, each having a fixed arbi- 
trary setting. 

The air motion control is the subject of greatest di- 
vergence and the one to which the writer has given much 
time and study to obtain practical and reliable operating 
results. A later paragraph will be devoted to this sub- 
ject. 


MUST BE PROTECTED FROM AIR BACTERIA 
ONTINUING with the synthetic chart, the column of 
bacteria is of much interest. As our scientific 
knowledge broadens, the wonder grows that we are able 
to survive the onslaught of disease germs. Putting oil on 
the mosquito in the tropics lifted, at a single stroke, a 
great plague from the world. Pasteurizing milk has put 
an immense multiplying force in the population of the 

earth. 

The public has recognized the necessity of bacteria- 
free food and water and the diseases so induced have dis- 


DOMESTIC ENGINEERING ’ 23 


appeared. But as to the air to breathe, we have not done 
our duty. The public still is paying a high price for city 
poisoned air in the high death rate from tuberculosis and 
other respiratory diseases. Complete mechanical ventila- 
tion is the answer and is the only answer that can ever 
be effective, 

The column of ‘‘other substances” refers to a class of 
injurious substances even more serious than bacteria; 
that is the air poisoning from sulphur dioxide and carbon 
monoxide. All coal burned in the heating and power fur- 
naces contains large percentages of sulphur. It is so 
strong as to be actually irritating to the mucous mem- 
branes and is the cause of great injury to plants. It is 
easily discernible that delicate plants are seriously in- 
jured by such sulphur fumes, yet children suffer a still 
greater injury. 

A new menace to life is the insidious carbon monoxide 
of the automobile exhaust. All the readers of this paper 
well know the peculiar affinity that carbon monoxide has 
for haemoglobins. Serious injury may result without com- 
plete asphyxiation. Chemical tests in a school for such 
poisons are not effective because of the low concentra- 
tion. The problem can better be met by installing a sys- 
tem of ventilation that washes all such poisonous gases 
out of the air. 

Odors in a school, which originate either in the school 
or out of it, are destructive to good school work. The 
writer’s attention has been called to the “terrible odors’”’ 
that came from the children’s wraps that are hung over 
wall radiators in a portable school. The heat of the 
radiators rising through the clothing filled the room with 
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unspeakably bad smells. A nearby packing house could 
be no worse. 

No window ventilation will, in any manner, alleviate 
such conditions, nor will a good fan system remove all of 
them. It requires the oxidizing or burning of this odor 
stuff, which is too minute to be measured by either chem- 
istry or microscopy. ; 

A further check on the standards for good ventilation 
is air condition found at nature’s pleasure spots. We 
are likely to think that nature has surpassed anything 
that science can invent. Whether or not that be entirely 
true, there is laid upon the engineer the serious duty of 


(Continued on Page 77) 
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You look right into the whole store display through these windows 


Reputation 


Gets competitive work on non-competitive basis 


By MILT MARVELS 


MONG the slang phrases which spring into popular- 
ity now and then, there used to be one to this effect: 
” Many of these slang phrases 


really contain germs of wisdom—practical wisdom, drawn 
And because they say some- 


“Go get a reputation. 


from every-day experience. 
thing which we all recognize as being true, they are re- 
peated, and they spread like wildfire. We use them to 
sum up a whole set of ideas. They are a sort of shorthand 
of speech. 


“Go get a reputation” puts into four words a fact that 
each one of us has run up against at one time or another, 
when the lack of a reputation placed us at a disadvantage. 
I remember getting the idea one time that when it came to 
advertising, there wasn’t a man in my big village who 
could touch me. I wasn’t going to take any small job— 
I was going to climb right up into the copy chief’s chair 
and tell ’em all how to write copy. I was sure I had ideas 
Maybe I did have the ideas. 
But I hadn’t anything to show that they would sell mer- 
chandise. I went around to all of the advertising agencies 


that would sell merchandise. 


and presented my claims to fame and fortune. But every- 
where I met with that attitude: “Go get a reputation.” 
They said it more politely most of the time, of course, but 
that’s what it amounted to. 


MERCHANDISING IN OUR FIELD 

O I BECAME interested when one of our field men 
S told me that Goeddel & Raymer, of Fresno, Calif., 
enjoyed the kind of a reputation that won competitive 
work for them on what was practically a non-competitive 
basis. I became interested because, with every new con- 
tact I make in the plumbing and heating field, with every 
new story I run down, I am filling in the outlines of a big 
picture of the selling effort being put forth by the master 
plumber and heating contractor. 

If you will do what I have done—run back over these 
stories of mine for just the last two years (and they 
stretch back farther than that)—-you would find a record 
of master plumbers and heating contractors stretching 
from New York to San Francisco and from New Orleans 
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to the Canadian line, each one of whom is doing, in his 
own way, a mighty fine job of merchandising the products 
and the service he offers to his community. And in my 
files are undeveloped stories which will keep me busy for 
the next two years——‘‘leads’’ on men who are making mer- 
chandising history in our field. 

What I’m driving at is this: It may have been true ten 
years ago that the ‘‘average’”’ plumbing and heating con- 
tractor was more of a mechanic than a salesman, with 
exceptions. But in those ten years it is my opinion that 
the exception has become the rule. I believe—and my 
belief is based on contacts with the field—that we have 
reached at least a balance between those who are good 
business men and those who are not. I think that a close 
count would show that we have passed that point and that 
the good merchandisers are steadily increasing in num- 
ber, are slightly in the majority now, and that more and 
more the exception is going to be the man who is more 
mechanic than salesman. 

Now to get back to the story of Goeddel & Raymer. 
Mr. Goeddel took Mr. Raymer into partnership some time 
back in order that he might have someone to take care of 
the work in progress because the business was growing so 
swiftly, and needed more and more of his attention on 
the sales end. 

They do a great deal of contract work, and their repu- 
tation assures them of all of the work from several of the 
larger home-building concerns, although their bid may be 
third or fourth from the bottom. Mr. Raymer’s sales work 
on this branch of their work is a fair indication of how 
he has built a reputation for quality work by taking the 
1eins in his own hands, instead of allowing the prospective 
builder to dictate all the terms. A certain builder came to 
him. He intended to’ run up a row of homes, or apart- 
ments, or whatever. He wanted Mr. Raymer to put in a 
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bid, and he indicated that he wanted the bid to be a low 
one, with no particular regard for quality. Our readers 
are familiar with this type of construction, so there’s no 
need to go into details. 


PROTECTING REPUTATION 
R. RAYMER might have done two things: Turned 

M down the work and so lost all future opportunity of 
doing work for this particular builder; or he might have 
accepted the work on the builder’s terms and jeopardized 
his own reputation. He did neither: He saved the sale, 
he made a new prospect for quality work, and he protected 
his own and the builder’s reputation. 

“How long do you expect to be in business?’’ he asked 
the builder. 

‘‘Why—all my life, I suppose,’’ was the answer. 

“You'll be in business just about two vears if you go 
ahead with these plumbing specifications,’ Mr. Raymer 
told him. “It will take just about that long for things to 
commence going to pieces.”’” And he went on to build up 
the picture of what happens when people compare notes 
about their homes. If one home owner has a pride in his 
home, it adds to the reputation of the builder; if the other 
has complaints to make about his home, then his builder 
is losing his reputation. Mr. Raymer convinced his man 
and the quality installation was made in each of the homes. 

He did something further, as I see it. Having already 
a reputation for quality work, and securing his work at 
his own figure, what would have happened had he put in 
the type of work this particular builder asked for? Those 
others for whom he was doing work would have begun 
immediately to peck away at his quality prices, and would 
always have had this example to cite. So his reputation 
would have suffered in two ways. 


(Continued on Page 65) 








“Appeal to sense of cleanliness and beauty” is this master’s formula for effective displays 
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! | The Round Table takes up a new 
Each member of the Round Table is asked to send in a solution of the problem shown 


here. Send the solution to “Domestic Engineering” and it will be analyzed by the 
Round Table Chairman and discussed by him in a Round Table article a few weeks later 








ceived many letters from Round Table Members for 
which he wishes to take this opportunity to express 
his gratitude. 

The problem presented here is one that will make you 
sit up and scratch your head for a while. It will test your 
ingenuity. However, if you will study the conditions and 
the layout carefully, there is no doubt that you will solve 
the problem. 

We put this up to three engineers, and each one guessed 
wrong. In fact, the engineer on the job proceeded to fix 
up the job without knowing the source of the trouble. He 
made many experiments and spent about $250 on the job, 
but it remained as bad as ever. The job was corrected 
at last, and is now working satisfactorily. 

Now, try your luck, all you good trouble engineers, and 
see what you can do with this job. We have a lot of con- 
fidence in you, and trust that a great many will solve the 
problem. 

A single-pipe gravity steam heating system was installed 
in a three-story building. There were 16 rooms, or four 
flats, on each floor. A 3,800 sq. ft. sectional, cast iron 
boiler was installed in the basement, and this boiler car- 
ried three openings on top—one 2%%-inch, 1l-inch and 
3-inch—and one 3-inch, also, as shown on Fig. 1. The 
2144-inch main supply was carried into section A, and only 
nine radiators were connected to this line. The return 
from this 2%4-inch supply line was connected by means 
of a 1%-inch pipe to the boiler at R. The west wing was 
supplied by the 3-inch main, located in the center of the 
boiler, and the east wing was connected to the remaining 
3-inch connection of the boiler. Both the returns from the 
west and east wing were connected into a header on the 
boiler, as shown in Fig. 1. All the radiator connections 
were made in the usual manner, and all pipes pitched prop- 
erly. The size of every riser connection is given in Fig. 1. 
Air vents were installed on each radiator. 


[) exe the last few weeks, your chairman has re- 


WHAT CAUSED THE TROUBLE 


HEN the job was started, it was found that the 
WW water left the boiler, and that additional make-up 
water was necessary. After the job was operated for per- 
haps an hour, the condensation returned rapidly, and 
water had to be drained from the boiler, to prevent flood- 
ing. All the radiators in the south wing were shut off 
because it was thought possible that the water might have 
remained in these radiators, but after a test was made it 
was found that this was not the case. The end radiators 
were shut off for the same reason, but no bettef results 
were obtained. This condition prevailed every morning 
when the boiler was started, and the water did not return 
readily until the entire job was thoroughly heated. 

Fig. 1 shows the layout of one floor only, the other two 
floors being the same as the one shown. The risers ex- 
tending to the other floors were of ample size to supply 
the radiators—in fact, in some cases they were one size 
larger than required. 

The entire system did not function properly until the 


steam pressure was raised to 3 or 4 1b. A number of sug- 
gestions were made, and were carried out on the job, but 
the results obtained were no better. The job was finally 
checked carefully, and certain recommendations were 
made. These were followed, and the job is now operating 
satisfactorily. 

What was wrong with the job? What was done to make 
the job operate satisfactorily? What do you think should 
be done to remedy a trouble of this kind? 

Your chairman suggests that you write a letter, and send 
this letter with your drawing, giving us your reasons for 
the changes suggested. 

This is a very interesting problem and is one of the 
troubles that occur quite frequently. We hope that many 
Round Table members will find the solution. 


LOSS THROUGH SMOKE 

Authorities estimate that the loss by reason of smoke 
and soot to Cleveland is $6,000,000 per year; Cincinnati, 
$8,000,000; Pittsburgh, $10,000,000 per year; Chicago, 
$50,000,000, and the United States in excess of $500,000,- 
000. Smoke and soot cost large department stores from 
$20,000 to $50,000 per year; hospitals from $5,000 to 
$20,000; hotels; $8,000 to $25,000; office buildings from 
$10,000 to $30,000. These figures were compiled by 
three universities. 

An investigation recently completed by the health com- 
missioner of Baltimore shows that 1,530 tons of matter 
settle out of the air per square mile of surface in that 
city during a year, while yearly precipitation of soot per 
square mile in other cities is as follows: London, 426 
tons; suburb of London, 58 tons; Leeds, England, 529 tons 
in the industrial section and 26 tons in the residential 
section; Pittsburgh, from 595 tons to 1,950 tons; St. Louis, 
600 tons; Cincinnati, 500, and Cleveland, 700. This 
health commissioner pointed out that, besides the bad 
effect on health, the heavy pollution of the air costs each 
householder from $12 to $17 a year for extra cleaning, 
laundry wear and deterioration of materials. 





One-sided Contracts 

It follows from the authorities that, when one is 
bound by an alleged contract. to do something when the 
other party does some other stated act, but which con- 
tract contains no promise or obligation on the other party 
to do anything or pay any money or forego any obligation, 
it is “unilateral,” is without mutuality, and is revocable 
at any time before the party to whom it is addressed does 
or performs any act on the faith of said contract.—Su- 
preme Court of Alabama, in Baker v. Howison, 104 South- 


ern Reporter, 239. 
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Minnesota 


Discusses Trade Extension 


T ITS thirty-third annual convention, held in Minne- 
A apolis, February 1 and 2, the Minnesota Retail 
Plumbers Association heard a discussion of Trade 
Extension Bureau plans, endorsed a more active campaign 
to encourage radiator heat, discussed a state code and en- 
office for the national association. H. 
Merwin Porter of Minneapolis was elected president for 


dorsed a central 
the third successive term, the first time any one has re- 
ceived this honor. 

A. F, Peterson of St. Paul was re-elected vice president, 
while A. Wiik, president of the Minneapolis association, 
Stiller as treasurer. T. R. Gleason of 
Duluth was re-elected sergeant at arms. In choosing the 
board of directors, Leon C. Hanson of Minneapolis, Fred 
A. Beier of St. Paul and Al. Johnson of Eveleth were re- 


succeeds Fred C. 


elected. The new members of the board are H. W. Bensen 
of St. Cloud and Charles Northrup of Mankato. 

The prominent meeting included F. C. 
Kuetemeyer, of the Wisconsin association; Jo- 
seph Wittig, L. R. Friend and Joseph Brah, all of Milwau- 
kee, Wis.; George F. Reeke of Green Bay, Wis.; E. D. 
Hornbrook of Kansas City, Mo., chairman of the trade re- 
lations committee of the National Association of Master 
and William J. a national 


visitors to the 
president 


Plumbers, Lang of Chicago, 
director. 

Walter J. Kohler, president of the Kohler Co., Kohler, 
Wis.; Isidor Weil and W. E. McCollum, president and sec- 
retary, respectively, of the Central Supply Association, and 
W. K. Glen, advertising manager of Crane Co., Chi- 
cago, were cordially welcomed to the convention and all of 
them spoke on the plans for expanding the work of the 
National Trade Extension Bureau and on the question of 
better merchandising. 


EXPLAINS PROPOSED T. E. B. PROGRAM 
R. KOHLER previously had spoken at the Wisconsin 
M and Illinois state conventions and a complete re- 
port of his remarks is given on page 21 of the January 29 
issue of ‘“‘Domestic Engineering.” 


adopted 


The expanded program 


covers a three-year period and is based on the 
expenditure of $500,000 a year. This sum is not large, 
in view of what some other industries are doing. 

In discussing the question of a resale price, Mr. Kohler 
that great attention. The 


public has felt that a certain secrecy and mystery are found 


said this deserves a deal of 


surrounding the plumbing business. He said that several 
years ago, in a survey of 15 cities, 140 firms were found 
which sold about $10,000,000 worth of plumbing goods 
direct to the public, business which consequently is lost to 
those firms which follow the established channels of dis- 
tribution. 
ing and is prevalent in many other cities. 

Mr. Weil pointed out that the Central Supply Associa- 
tion, of which he is president, believes in a plan of distri- 


He felt that this strong competition was grow- 


bution embracing the manufacturer, wholesaler and re- 
He pointed out that customers who enter whole- 
able to obtain the retail 
retailers’ 
Mr. 


tailer. 
salers’ showrooms and are not 
price, are dissatisfied. In the same way, in 
stores, he felt that prices should be plainly marked. 


Weil believes that if support is given to the Trade Exten- 
sion program, and if the goods are plainly marked, in 
28 

















President H. M. Porter of 
Minneapolis 


State 





time the business now going to outsiders, will revert to 
the wholesalers and retailers that are qualified to handle 
it. He estimated that direct selling houses in the city of 
Chicago alone did between ten and fifteen million dollars 
worth of business each year. He hopes to see other states 
adopt a resolution similar to the Illinois resolution. 


ADVOCATES ADVERTISING TO PUBLIC 

K. GLEN, advertising manager of Crane Co., 
W\ ° pointed out that while he had been for five years 
in the publicity line, before that he had been very close to 
the problems of the wholesaler and contractor. Only re- 
cently, he said, had he seen any solution to the difficulties 
surrounding the contractor, wholesaler and manufacturer 
of plumbing goods. The problem was an allied one which 
affects all three divisions of the industry. He felt that 
the present was the time for an analysis of the conditions 
and for the exercise of good judgment, and that the plan 
offered brought out a likely remedy, that is, through ex- 
panding the work of the Trade Extension Bureau. This 
bureau is made up of all interests in the plumbing and 
heating field and has on its board members of the Na 
tional Association of Master Plumbers, the supply asso 
ciations and the manufacturers. The bureau, according to 
Mr. Glen, is a clearing house for all the trouble the indus- 
inherited. The contractor should look to the 
bureau as a clinic or hospital to which he can take his 
problems. It is only during the last year, according to 
Mr. Glen, that he has recognized the capacity of the Trade 
Extension Bureau for service to the industry, and he felt 
that if every one in the industry knew it better they 
would support it. Such support, even in a mild way, 
would be one of the best agencies for putting the allied 
industries on the plane to which they should attain. 


try has 
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Greatly INCREASED SALES 
Enabled Us To DECREASE Price 
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Recently we announced that the greatly increased production of AIRID Air Valves 
devel us to offer a decreased selling price. The sales are CONTINUING to 
mount ... for at the new low price of $1.35 per valve, to the user, the AIRID be- 
comes such an economical saver of Radiator attention that no one could reason- 
ably forego having one on every radiator in the house. Also, the lower price allows 
the contractor to use them on ALL his jobs, NO MATTER HOW COMPETITIVE. 
Enterprising dealers are making a new DAILY profit on the AIRID by conspicu- 
ously featuring the attractive display box where every prospect may see them. 
One dealer, too, made handsome profits by simply phoning owners of steam instal- 
lations and telling them about AIRIDS. 

Remember, AIRID Air Valves completely DO AWAY with cold 
radiators. AIRIDS vent more quickly, last longer—look better ... and, 
a product of the American Radineos Company, a World Institute of 
Heating, they carry the guarantee of perfection, based on thirty- 


five years of leadership. 


AMERICAN RADIATOR COMPANY 


SPECIALTIES DEPARTMENT 
816-820 South Michigan Avenue 


Makers of ARCO VALVES and REGULATORS and 
AIRID AIR VALVES 


Chicago, Illinois 
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He told how the General Federation of Women’s Clubs 
was appalled by the conditions it found, and of the Fed- 
eration’s plan to send field workers into any town with- 
out sanitary conveniences and show to the women’s clubs 
and the local officers how this condition could be over- 
come. The Federation has even offered to bring in en- 
gineers. The wholesalers plan to work with these women’s 
clubs and with local contractors to correct these condi- 
tions. 

Mr. Glen pointed out that the industries had been fol- 
lowing a rule of thumb method, passed on by earlier gen- 
erations. He made a plea to forget prejudice and follow 
those who have been successful in the business. In this 
way, he felt, unification of efforts could be obtained, and 
since the problems of each are alike the solution would 
benefit all. No branch of the industry, he pointed out, 
could thrive without benefit to the other branches. 

Mr. McCollum pointed out the different classes of mem- 
bership in the Central Supply Association and of its work 
for the betterment of the industry. He felt that the 
wholesalers’ problems and those of the master plumber 
are alike. He said that the Central Supply Association 
has gone on record against exhibits at state conventions 
and against advertising in souvenir programs. He said 
that due to the importance of correct installation, the 
members of the association believe that the present meth- 
ods of distribution are right. 

Other representatives of manufacturers and wholesalers 
who were introduced and spoke briefly were M. M. Coch- 
ran of the Cochran-Sargent Company; P. R. Mork, man- 
ager of Crane Co. at Minneapolis; P. J. Frey of the 
Central Supply Company; J. Ordway, manager of Crane 
Co. at St. Paul, and William R. Woodruff of the Kellogg- 
Mackay Company at Minneapolis. 


TELLS OF PROGRESS IN WISCONSIN 
Cc. KUETEMEYER, president of the Wisconsin as- 
F, sociation, told of the growth of that organization, 
which now has nearly 500 members. Last year a paid 
organizer was employed. The state has six zones; meet- 
ings are held in each zone each month, which the state 
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secretary attends. The mutual liability insurance com- 
pany of the association did more than six million dollars’ 
worth of business last year. He said that Wisconsin is 
endeavoring to improve on its state code, an amendment 
being up for consideration this year, which will remove 
its limitation to towns of 3,000 or more, so that the code 
will apply everywhere throughout'the state. 

He pointed out that the first year after the. passage of 
the Wisconsin code, three million dollars more plumbing 
business was done and that it means the same additional 
amount of business each year. He also pointed out the 
immediate benefit to the health of the Wisconsin cities 
which followed the passage of the code. He told of a 
$16,000 fund appropriated by the Wisconsin association, 
to which various wholesalers and manufacturers con- 
tributed, which will be used for advertising. Twenty- 
one illuminated sign boards have been prepared and are 
about ready for display. He felt that national advertising 
was a good practice and that master plumbers locally 
should follow it up, and that this could not be done with 
poor show rooms or incomplete displays. 

Mr. Friend told of the fine spirit which prevails in 
plumbing organizations and of the type of men who gen- 
erally are found in such groups. He said that two years 
after the passage of the Wisconsin code the typhoid fever 
rate in the state was only 25 per cent of what it had been 
before. He said the convention work was growing and 
was proving of additional advantage in educating the 
master plumbers to become better business men. 


“MAKE A WHOLESALER A WHOLESALER” 


R. LANG then pointed out the need in Minnesota 
M of a state organizer. He said that conditions in 
Minnesota were not uncommon, as the national association 
is not functioning as a business organization. He pointed 
out that good men had served the national association 
but that they could not do enough as they were handi- 
capped by lack of time and funds. He said that Mr. 
Hornbrook was the best president the association has ever 
had, due to having served three terms. 


(Continued on Page 70) 








Delegates and guests attending the thirty-third annual convention of the Minnesota Retail Plumbers’ Association, held 


in Minneapolis, February 1 and 2 
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It pays to sell Desolvo 


It pays—yes—and here’s why! 


Nationally Advertised —Demand Steady and Insistent 
More Power Less Fumes 


More Profits | Unconditionally Guaranteed 
Ask Your Jobber! He Can Supply You. 
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There are other Cham- 
berlain profit-bringing 
items—as shown ; 
below. Get the facts. NESOLVO () V0 
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Pipe Cleaner 


NET WEIGHT 16 OZ 


Manufactured by - 
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Mention Domestic ENGINEERING when writing advertisers. 
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The phenomenal success of Honeywell 
is quite obviously due to the intrinsic 
merit of the product. It is due to its 
efficiency and dependability in service 
—the fact that it rarely needs servicing. 
Honeywell dependability is a proven 
factor. No other controls on the 
market require less attention. No 
others so positively insure that your 
profit will not be dissipated because of 
costly servicing. It is perfectly ap- 
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The 


Phenomenal Success 


of 


HONEYWELL 


means 


Extra Profits for You 


parent that a system of automatic 
control as simple in construction, cer- 
tain in operation and dependable in 
service as Honeywell is bound to 
bring to your product an enhanced 
measure of comfort, safety and 
economy which will make it preferred 
above any other product of its kind. 
It is self-evident that this preference 
means additional business for you and 
incidental extra profits. 


Honeywell Heating Specialties Company 
WABASH, INDIANA 
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HONEYWELL 


Temperature Regulators 
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~ Overcoming Water Hammer 


By A. W. BARNES 


Article No. 1 


ing engineer is to say that he possesses in a high 

degree the quality of overcoming difficulties, since 
it cannot be denied that those who follow the professions 
mentioned are often called upon to deal with difficulties 
of an unusual and sometimes very puzzling nature, the 
solution of which will frequently call for an extensive 
theoretical and practical knowledge, and the capacity 
of making patient and thorough investigation. 

Among the most formidable of the puzzling difficulties 
with which plumbers and heating engineers have to con- 
tend is that of water hammer, a term which is applied 
to noises which occur in a system of piping used for the 
conveyance of water—sometimes of steam and water. The 
intensity of such noises may vary considerably. In some 
instances there may 
be a terrific ham- 
mering or pound 
ing; in others a low 
chattering sound. 
In one case with 
which the writer 
had to deal, the 
lady of the house 
described the noise 

Fig. 1 r as being “like a 

deep note played on 

an organ’’—which I am compelled to admit was a very 
accurate description. 

The methods employed in distributing a supply of water 
throughout a building may differ somewhat in various 
countries, but the natural phenomena responsible for the 
noises which we term water hammer are the same every- 
where. Such being the case, it is hoped that this article 
and those which are to follow which describe methods and 
means by which noises due to water hammer have been 
overcome, may prove to be of service. 

The solution of any difficulty is made much easier if 
the person making the investigation possesses a sound 
knowledge of the root causes of the trouble, and in the 
case of water hammer in pipes the root causes lie in the 
fact that water is almost incompressible, and this in spite 
of the fact that it is a liquid which, under ordinary con- 
ditions, and when not confined, may be easily separated 
or broken up. For example, one may dip one’s hand into 
the water of a huge lake and continue with the greatest 
of ease to throw the water in various directions, 

The low degree to which water is compressible has been 
variously estimated by a number of investigators, one 
of whom states that a pressure of fifteen pounds per.sq. 
inch will only compress it 1/46,000,000 of its bulk. Since 
the extent to which water is compressible is so very slight, 
it is difficult to measure it with anything approaching 
exactness, consequently, so far as the work of the plumber 
and the heating engineer is concerned, we may look upon 
it as being absolutely incompressible. 

We now see that the most important fact to be remem- 
hbered in connection with water hammer is that water is 
an incompressible fluid, but scarcely less in importance 


"Tine on that a man is a successful plumber or heat- 





is the fact that, due to its being composed of molecules, 
water can easily find its way through the bends, elbows, 
and other fittings in a piping installation, and will escape 
therefrom through the smallest of openings, two qualities 
which are not possessed by solids such as iron and other 
metals—it being perfectly obvious that a rod of metal 
only twelve inches long and having a circular diameter of 
7/8 inch could not find its way through the bends in a 
system of piping having an internal diameter of one inch. 

But, for the sake of clearness, let us assume that a 
straight rod of iron or brass having a circular diameter 
of 1 inch and weighing 10 pounds is traveling with a 
speed of 5 ft. per second through a metal tube, along 
which it can just pass without undue friction, and that 
at the end of the tube, means have been taken to arrest 
quite suddenly the passage of the metal rod. The force 
of the blow struck by the rod when its movement was 
suddenly arrested, and the power or resistance necessary 
to successfully withstand such force, will be clearly under- 
stood. At this point let us not lose sight of the fact that 
a quantity of water possessing a weight equal to that of 
the metal rod, and traveling with the same speed would 
strike a blow of practically identical force if its flow 
were suddenly arrested, but in the case of the water, 
the force of the blow would be distributed on the end 
and along the inside of the pipe—in some cases through- 
out its entire length—and not on the end alone, as would 
happen in the case of the rod of metal. 

If the foregoing explanations have made clear the fact 
that power to overcome resistance is possessed by a 
volume of water in motion, and that, dependent upon cir- 
cumstances, a blow of enormous force may be struck if 
is suddenly arrested, the main cause of the 
water hammer will 


its motion 
objectionable noises which we term 
be known and understood, 

Another important fact connected when 


with water, 
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(Continued on Page 52) 
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Fig. 2.—Left: Part section of improved pattern of ball valve 

illustrated in Fig. 1. The arrows indicate the direction 

taken by the water which leaves the valve by the inner 

tube “ec.” Fig. 3.—Top: Olustrating defective shape of worn 

rubber buffer. Fig. 4.—Bottom: Section of circular dise of 
zine and rubber used in place of buffer in Vig. 3 
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Whether the job is elaborate 


or modest— 
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There are Speakman Showers 
and Fixtures made just for it. 
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H2490 — A new Speakman 
Pop-up Bath Waste which 
does not require a panel in 
the wall. This waste was 
designed for use with the 
Speakman bath and shower 
transfer combination or the 
H-2350 which has separate 
valves for bath and shower. 


This is something to always re- 
member about the Speakman line. 
No matter what amount your 
customer is willing to pay for his 
installation, there are Speakman 
Showers and Fixtures which can 
be installed within that amount. 
Remember also that all Speakman 
built-in showers and fixtures have 
renewable Hi-seats, swivel disc 
washers, encased, ample waterway, 
heavy china handles and escutch- 
eons—the escutcheons having am- 
ple adjustment to meet any wall 
condition. 


SPEAKMAN COMPANY 
WILMINGTON DELAWARE 
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H2370—Combination of Shower 
and Bath Fixture, The lavatory 
fixture is the H-2276 or lavatory 
with hooded overflow. 


SPEAKMAN SHOWERS 


and FIXTURES 





“Safe to build in the wall” 




















This is one of a series of picture stories on y 1 
the Manufacture, Use and Handling of rx * No. 17 
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CASTING 


l* THE illustration at the top of this page a battery of 
oil burning furnaces is shown. In the foreground of 
the upper picture are rows of casting boxes into which 
metal is poured, casting it into ingots. There are many 
types of furnaces used in the making of faucets, however, 
and at the bottom of the page is shown a battery of elec- 


tric furnaces. 
The furnace or melting room is the most interesting 


and spectacular part of the faucet plant. The reverbera- 
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tion of the furnaces, the lurid flames, the furnace men 
with long skimmers and puddling bars, the clouds of 
smoke and the smell of oil, where oil furnaces are used, 
are among the most vivid impressions of a visit to a 
faucet factory. Under the terrific forced blast it does not 
take long for the metal to reach a molten state. When it 
is sufficiently liquefied to flow freely and smoothly, it is 
ready for the molds. Much care is used to have the molten 
metal in just the right condition. 
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Bronze threads 
to iron threads 


Cant Corrode* 


The thread connection of this Kewanee Union is made 
by screwing a cast iron ring on to a thread-end of forged 
manganese bronze. 


It’s a joint that is always easily disconnected because 
there is nothing there to corrode. The threads themselves 
are made deep and strong so that they will stand thousands 
of disconnections without getting battered or worn. 


The other part of this simple three-piece union is of 
forged steel which is forced against the softer metal of the 
bronze thread-end in a ball-joint seat to make a tight, 


leakless joint. 





KEWANEE UNION PRESSURE RATINGS: 


SIZE WSP TEMP. HYD. TEMP. 
1” and smaller...300 Ibs. 500 degrees 500 Ibs. 100 degrees 
14" to 3” incl....250 lbs. 500 degrees 400lbs. 100 degrees 
344" and 4’.......200 Ibs. 450 degrees 300lbs. 100 degrees 


WALWORTH 


WALWORTH COMPANY. General Sales Offices: 51 East 42nd St., New York 
Plants at Boston; Kewanee, Ill.; Greensburg, Pa.; and Attalla, Ala. 
Walworth International Co., New York, Foreign Representative 
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THE KEWANEE UNION 


February 12, 1927 















5 Points of Advantage 


. Bronze-to-iron thread con- 


nection—no corrosion* 


. Bronze-to-steel ball-joint 


seat—no gasket 


. Solid three-piece construc- 


tion—no inserted parts 


. Tested by compressed air 


under water—no defective 
unions 


. Easily disconnected with a 


wrench—no force required 
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California’s 


Presidents and Secretaries Have 
Enthusiastic Conterence 


N ALMOST one hundred 

per cent attendance of 
4 the officials of the vari- 
ous local associations of mas- 
ter plumbers throughout the 
state of California character- 
ized the second general con- 
ference of Presidents and 
Secretaries of Master Plumber 
Associations, held at Fresno, 
Calif., on January 29 and 30. 
The National Association of 
Master Plumbers, the state as- 
sociation and fifteen of the 
California local associations 
were represented by one or 
more of their officials, and a 
number of past state officials 
and a few lay members also 


Wm. P. Goss, President, 
California M. P. A. 


attended. In all, 56 master plumbers were present. 
There were present: Albert J. Wilson, San Francisco, 
president of the National Association of Master Plumbers; 
Alexander Coleman, San Francisco, national secretary; 
William P. Goss, San Francisco, president; Charles R. 
Hutton, Los Angeles, vice president; Claude Hickman, San 
Pedro, treasurer, and Bruce Clark, Los Angeles, secretary 
of the California State Association of Master Plumbers; 
Charles M. Swinnerton, Los Angeles, past president state 
association; L. J. Kruse, Oakland; Fred High, Fresno; 
Erling Rohde, San Diego, members of the board of di- 
rectors, state association. The officials of the local asso- 
ciations included the following presidents: Lawrence F. 
Stuffler, Los Angeles; Claude Hickman, San Pedro; A. R. 
Burns, North Orange County; L. P. MeChesney, North San 
Diego County; J. D. Speer, Santa Barbara; W. E. Wilmot, 
Santa Monica; F. L. Parks, South Bay; E. H. Grogan, 
Stockton; James F.’ Mauzy, Contra Costa County; Fred 
High, San Joaquin Valley; W. H. Picard, Oakland; F. C. 
Spiersch, Richmond; William J. Monihan, San Francisco, 
and Erling Rohde, San Diego. Secretaries of local asso- 
ciations were present as follows: George W. Neal, Los 
Angeles; H. Fietz, Jr., San Pedro; F. H. Pilling, Glendale; 
B. R. Balsley, Santa Monica; O. H. Miller, Stockton; C. L. 
Foin, San Joaquin Valley; V. A. Edgeworth, Oakland, 
Berkeley and Alameda; R. W. Timmons, Richmond; H. 
Wineland, North Orange County; C. McElroy, South Bay; 
William W. Mott, Sacramento. Prominent among the 


laymen present were Ike Clark, of Visalia; John Hokom, 


of Los Angeles, and George Y. Morton of San Francisco. 

The conference was held on the mezzanine floor of the 
Hotel Fresno and convened at 2 p. m., the morning having 
been devoted to a meeting of the secretaries of the local 
associations. President Goss was in the chair and the 
proceedings opened with the roll call. 


TENTATIVE PROGRAM PRESENTED 
RESIDENT GOSS and Secretary Clark had prepared a 


tentative program for the conference to follow, which 
was observed in the main, but so imbued was every official 





present with an 
appreciation of 
the responsibility 





each owed to his 
local association 
that the discus- 
sions during the 
afternoon and 
evening of the 
conference hours 





ranged through 
the entire gamut 
Alexander Coleman, Secretary, N. A. 
of plumber rela- M. P. 

tionships — rela- 

tionships to manufacturers and jobbers, to one another 
and to the purchasing public. All of these matters were 
discussed with entire frankness and it was evident that 
those in attendance came determined to thresh out such 
problems as might affect the industry as a whole so that 
each president or secretary, as the case might be, could 
go back to his association with a formula appropriate to 
meet most of the major problems which they had to solve. 
In other words, each and every man present must have 
felt, because he acted as if he did feel, that the entire 
plumbing industry of the state of California was present at 
this particular conference and whatever should be the 
consensus of opinion among the officials present, whether 
it should eventuate or not in a definite announcement of 
policy, which might or might not receive the sanction of a 
determinative and definite vote, should, nevertheless, es- 
tablish a line of action which each constituent local should 
follow in order that the standing, dignity and prosperity 
of the industry as a whole should be placed upon a firmer 
foundation for the future. For this reason the tentative 
program included the following subjects: 

The Secretary’s Bulletin; Advertising Plans; Griev- 
ances; State Plumbing Code; Public Comfort Stations; 
Radio Broadcasting; General Discussions. 

Following complaint from Secretary Clark that the 
monthly bulletin from his office, authorized at a foregoing 
meeting of the board of directors, had fallen into desue- 
tude because of lack of information from the local secre- 
taries, and that he was unable to publish it regularly, a 
motion was made and passed recommending to every local 
secretary that henceforth he send to the office of the 
state secretary a monthly report of the activities of his 
local in order that the state secretary might have the 
necessary information to disseminate to the association at 
large. Secretary Clark said that, of course, he could 
write to each of the local secretaries for information as to 
what their program might be for the next 60 or 90 days, 
or for the next six months, but that when he did so too 
few responded. 

Charles M. Swinnerton said that a monthly report on 
membership activities was especially important since re- 
ports from growing locals would have the effect of inspir- 
ing emulation upon the part of those which were lagging 
and very soon there would be brought about a competi- 


(Continued on Page 46) 
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Advertising Editorial 


A NEW ONE EVERY WEEK— No. 256 








Controlled Heat 


—the clock around 


ODERN science makes it possible to es- 
tablish absolutely control of house tem- 
perature every hour of the day. You 

can retire at night, and with no more effort than 
involved.in setting your alarm clock, get up in the 
morning to a house as warm as you desire it. And 


throughout the day you can keep the house at an 





even temperature—an important consideration 
Ask fora 
free copy of 
“The Story 
o f the 
Bath.” As 
interesting 
as history, 
humorous, 
fullof health 
facts. It 
isn’t adver- 
tising. 


where there are children. 
We are specialists in heat control devices. Drop 
in and let us explain them to you—or telephone 


and we'll be glad to send a competent man. 


(In this space your Name, 
Telephone, and 
Address ) 








Plan for 1927 


AVE you made a merchandising plan for 1927? Leaders of the in- 
H dustry point out that it will be necessary this year to do more 
intensive sales work, not because of competition within the industry, 
but because of competition outside the industry. Other industries— 
radio, phonograph, jewelers, etc.—are staging big merchandising pro- 
grams. If we are to maintain volume we must keep step with them. 
In your own community your local newspaper will be a good business- 
getting medium for you. The Advertising Editorial service makes it 
easy for you to advertise. We furnish copy and illustration cut—all 
you do is hand it to your paper. Only $4.20 for 12 illustrations. Send in 
your order today. 
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ALES LETTER 
One a Week—No. 93 





Here’s another letter on heat control de- 
vices. Send it to a selected list of prospects 
who ought to have this improvement on their 
heating plants. Your stenographer can type 
it out in her spare time. 


JOHN 


Plumbing 


BROWN 
Heating 


Two Rivers, N. Y., 
February 12, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

As a matter of convenience, as well as a 
matter of health, it is a very good thing to 
have absolute control of house temperature 
every hour of the day. It is dangerous dur- 
ing the day to allow the temperature to fluc- 
tuate too greatly. 


It is convenient, in the morning, to come 
from cold, well ventilated sleeping rooms into 
an otherwise warm house. This is made 
possible by modern heat control devices. 
With no more effort than setting your alarm 
clock it is possible to get up in the morning 
to a house at just the right temperature. 
Children may be brought from their coo! 
sleeping rooms into a warm, comfortable 
temperature, with no danger of catching cold. 

We are specialists in heat control. We 
would like greatly to have the opportunity 
of showing you our display here. Or if you 
will telephone we will send a competent man. 

These devices may be installed with no 
need for interrupting the operation of the 
heating plant. Won’t you call—or telephone? 

Very truly yours, 


JOHN BROWN. 


Adlet 


ONE A WEEK—No. 114 


HE ADLET may be used in two ways. Either 
Tie can be made part of a merchandising cam- 
paign which uses both the Advertising Editorial 
and the Sales Letter, or it can be used sepa- 
rately. Ask your newspaper about special rate 
where a small “rate holder’ such as the Adlet i- 
run each day. Used alone, it will serve to keep 
your name before your community—and each 
week it has the same merchandising idea in it 
that the Advertising Editorial and the Sale 
Letter have. 











Heat Control | 


We are specialists in heat control de- 
vices. Keep your house at one tempera- 
ture throughout the day. We'll be glad 
to call and explain, or to have you see 
our display here at the store. 
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TRULY VITREOUS and STRAIGHT 
It’s making them both that is difficult 


I is easy to keep lavatories 
straight if they are fired at com- 
paratively low temperatures. But 
they will not be genuinely vitreous. 


It is easy to make real vitreous 
ware if no regard is paid to its 
straightness. 

But it is a manufacturing feat 
to make large pieces of vitreous 
china which are both truly vit- 
reous and straight. That is why 
each “Standard” Vitreous China 
Lavatory is a tribute to “Standard” 
Potteries. 


The glint, the sparkle, the easy 
cleaning and non-staining qualities 
of “Standard” Vitreous China indi- 
cate that it is genuine. A look 
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through a microscope at the dense, 
even structure proves it. 

When you see “Standard” Vit- 
reous China Lavatories in batteries 
you realize how remarkably plumb 
and straight they are. Sight 
through a transit if you want to 
do it scientifically. 

By firing in tunnel kilns with the 
temperature absolutely under. con- 
trol, the ware is made genuinely 
vitreous. Specially designed appa- 
ratus assures a product straight 
and true. 


Your Wholesaler can supply you 
—say “Standard” when ordering. 
Standard Sanitary fo. Co. 
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Questions and Answers 


VACUUM DRAWS WATER OUT OF BOILER 
Editor, ‘‘Domestic Engineering’: We installed a vapor 
heating system as shown in Fig. 1, in a church, with pipes 
all of ample size and correct pitch, and with traps of 


proper capacity. For no apparent reason this system has 
been giving us trouble. On pressure it works ideally, but 


ubular Brass Goods 
Water Works Brass Goods 


United-Oberndorf Corporation 
Cleveland, Ohio 


SQUARE S| 5 EE 


Iron & Malleablelron 
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We are so proud of Square 
““G’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 
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THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


shaasiie WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 











as soon aS a vacuum of 7 or 8 inches is obtained, the wa- 
ter leaves the boiler and does not return until the vacuum 
is broken. There are 9—204 sq. ft. radiators in the church, 
and 5 ceiling radiators, 90 sq. ft. each, in basement, For- | 
merly there were 14-inch thermo traps on all the radiators, UMPHRE 
but recently these were changed to %-inch traps without 
helping the job. Can you suggest what makes the water Automatic Gas Water Heaters 
leave the boiler, and what the remedy is? 

Mo. E. S. 

In Fig. 1 you do not show the connections, and it is im- 
possible for us to state definitely where your trouble oc- 
curs. We suggest that you send us an elevation of the 
pipe connection from the air eliminator and return trap 
to the boiler. It is possible that the water may leave 
through the equalizing connection, and it is equally pos- 
sible that it may be held up in the returns. 

The large radiators on the job are powerful condensers 














A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
Kalamazoo : Michigan 
































AIR. VENTS 
Alk ELIMINATOR 
SUPPLY 
DAW | EQUALIZING SUPPLY ~ MAIN ORIP 
CONNECTION > 
aS 


naam 
TRAP SCREW FERRULES 


Sixteen years gupertence in the manu‘ac- 
ture of ns & clalties has given us 
a thorough knowledge of the requiremenis 
of the trade. 

Our trap screw ferrules are accurately 


| BOLER machined, clean cut and nicely finished 
the line is complete in range and dcsign 


eee RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


‘A-DEPENDABLE: SOURCE: OF-SUPPLY* 
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Sectional tiew, Fig. 720, in open position showing lever bearing on end of 
spindle, forcing disc holder off the seat. 
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Gas Plants 
































Laundry Wash Wheels Shower Baths Garages 


Rapid Action 


in your sales 


Handling Jenkins Rapid Action and Quick-Opening Valves is the 
way to get it. There are wide markets for these valves to be 





Open Wide 
by Short Pull 




















developed in your locality. 
On shower baths, in garages, in gas plants, on laundry wash 


wheels, in industrial uses of many kinds, Jenkins Valves of the 
type illustrated are in wide use. 


The Jenkins Rapid Action Valve, Fig. 720, can be opened or 
closed by a short pull of the lever. It stays open automatically, 
and closes quickly without water hammer. It is recommended 
for hot and cold water. 

The Jenkins Lever Globe Valve, Fig. 713, is similar to the Rapid 
Action Valve, but is designed for use 
on lines carrying steam, air or gas. 


The Jenkins Quick Opening Globe 
Valve, Fig. 241, is made from the same 
patterns as a standard Jenkins Globe 
Valve, except that the spindles are 
quadruple threaded with a thread of 








Jenkins Renewable} coarse pitch. 
Valve Disc 
All Jenkins Rapid Action and The Jenkins ‘‘Whistle”’ Valve, Fig. 121, 
Quick Opening Valoes are fitted . ° . . 
with Jenkins Renewable Dises is a quick-opening, self-closing valve. 


of resilient rubber composition. 
These discs always conform to 


the seat and assure tight seating. JENKINS BROS. 
















Send he 80 White Street..................New York, N. Y. 
: ‘de ior eee 524 Atlantic Avenue................ Boston, Mass. 
in full daail. pod 133 No. Seventh Street........... Philadelphia, Pa. 
kins Rapid Action 646 Washington Boulevard............Chicago, Ill. 
d k O 

eo Valves. sa j JENKINS BROS., LIMITED 

Montreal, Canada London, England 

FACTORIES: 
Bridgeport, Conn. Elizabeth, N. J. 


Montreal, Canada 


ys marked with the” Diamond" 


enkins Valves 


SINCE 1864 
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and will form a vacuum, thus holding the condensation in 
the radiator. 

We cannot see why it should be necessary to have an 
air eliminator and also the return trap. The return trap 
will act as an air eliminator if properly installed. The 
2-inch condenser shown on the sketch is not necessary. 
Fig. 2 shows the proper installation of a return trap, which 
will also eliminate the air. This return trap should be 
at least 16 inches above the water-line, or higher if pos- 
sible. We believe your trouble is in the air eliminator and 
the return trap, and if you will change the pipe connec- 
tions, as indicated on Fig. 2, you should have no further 
trouble. 





RADIATOR HEATS FROM RETURN END 
Editor, “Domestic Engineering’’:—-The radiator shown 
in Fig. 1 heats from the return end, and the supply heats 
only to the point where it drops down to the radiator, 
which is 5 inches above the radiator. Will you offer some 
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Fig. 1 


suggestions as to how to improve the circulation in this 


radiator? 
Illinois. Vs -G. 








The trouble is probably due to air binding. The remedy 
for this trouble is to install an air vent at the high point 
marked “D” in Fig. 1. A far better way would be to drop 
this line as indicated at A and extend a nipple above the 
range boiler, as shown at C, so that all the air will be 
drawn off each time a hot water faucet is opened. 

The radiator valve must be placed on top and a hot 
water type radiator must be used. The return line from 
the radiator will give better results if connected into the 
side of the tank as indicated at B. With these changes you 
will have no trouble with the radiator, provided you pitch 
your lines in the direction of the arrows on the sketch. 





Plans are being made by Oren Thomas, architect, 508 
Old Colony building, Des Moines, Iowa, for a school at 
Montezuma, Iowa, to cost $130,000. E. W. MeNeil is 
secretary of the board of education. 

The Volunteers of America, 708 Globe building, Minne- 
apolis, Minn., will build a three-story hotel at Fortieth 
and Thomas avenue N., in that city, to cost $50,000. C. 
B. Stravs, 1043 Security building, is the architect. 

A 5-story, 86-128 apartment building, to cost $150,000, 
will be built at First avenue W. and Fourth street, Duluth, 
Minn., by M. M. Gasser. C. H. Smith, 617 Torrey build- 
ing, is the architect. 

Contracts will soon be awarded on a three-story, 45x102 
and 22x75 apartment building, to cost $65,000, at Twenty- 
sixth and Jackson streets, Sioux City, Iowa, for James B. 
Mahler of Milwaukee, Wis. Steele & Hilgers, 502 United 
Bank building, Sioux City, are the architects. 























Perfection No. 10 
The Favorite of Many 


Perfection floor and ceiling 
plates are chosen by the 
contractor because they are 
strongly built, because they 
are easily installed, and be- 
cause they are approved by 
the most critical of archi- 
tects. They are known as 
the standard by which all 
others are judged. 


Order by name from your jobber. 


The 
BEATON & CADWELL MFG. CO. 


Established 1894 
MAIN OFFICE AND FACTORY: 


NEW BRITAIN, CONN. 


New York office carrying complete stock: 
234 Water St., New York City 


Stock also carried at; 
Chicago Kansas City Los Angeles Montreal Winnipeg 


Perfection 
Floor and Ceiling Plates 
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‘Your time-22"""5-saved 
in Birmingham 
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“Just iron” won't do for making Stockham Fit- 
tings. It must have certain qualities and be properly 
proportioned. 


HE 47 REASONS why Stockham Fittings save time 

and money on the job are the 47 inspections and 

tests in Stockham manufacture. They start right in 
with metallurgical tests of the raw pig iron before it is 
ever unloaded from the cars into storage bins. It must 
meet the rigid Stockham quality tests or it goes back 
to the furnaces. 
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But using the best iron isn’t all that’s necessary. The 
raw materials for each charge are as carefully propor- 
tioned and weighed, under the watchful eye of a metal- 
lurgical chemist, as the ingredients of a physician’s 
prescription by a druggist. 

When you use a simple Stockham Fitting with its 
good appearance, perfect alignment, chamfered faces 
and ¢lean-cut, true threads, remember that it was 
Stockham care in Birmingham that made it so easy to 
put on and that will make it stand up in long years of 
service. 

Your local supply wholesaler will be glad to sell you 
as many or few Stockham Fittings as you need. He 
deserves your patronage for all your requirements. 


STOCKHAM 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALABAMA 


Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. 


STOCKHAM FITTINGS 


Write forour completecatalog 


Carried in stock by 
WHOLESALERS 
in all principal cities 
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Legal Questionnaire 
Answered by “The Judge’’* 


THE PLUMBER’S RIGHT UNDER A VERBAL CON- 
TRACT FOR PLUMBING WORK 

Editor, ‘‘Domestic Engineering’’:—-Would you be so 
kind as to inform me regarding my rights under a verbal 
contract for plumbing work. I laid the sewer and water 
lines in the lot two months ago and the owner does not 
seem to go ahead with the house. When I ask him when 
he intends to start work, he refers to the future, but I 
suppose that he does not intend to go ahead. What stand 
should I take in this case? 

Illinois. ke B. 


Answer:—lf you have a verbal contract with the owner 
for all of plumbing work, including what you have not yet 
performed, you have a right to demand of the owner dam- 
ages for his failure to go through with his part of the con- 
tract. Your damages would be an amount which you 
would have made as profit if you had done the work and 
charged him a. reasonable price, in the absence of a con- 


tract price. If you had a contract price for the completed ~ 


work, you would be entitled to what you would have made 
as a profit if you had done the work. 

On the other hand, if your arrangement with the 
owner was not definite and to the effect that he was going 


*Every effort is made to the end that these answers may 
be authoritative. However, we cannot assume any respon- 
sibility because of the very nature of the service, which is 
rendered without a personal interview.—Editor. 
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through with the entire work, and you did not agree to 
do it for him with some reasonably definite agreement as 
to the basis of your charges, it would probably be held 
by a court that the intention of the owner and yourself 
was to do the preliminary work and then, if agreeable to 
both parties, come to some agreement as to finishing the 
job. 

For instance, if the owner said to you that he was 
going to build a house and asked you to lay the sewer 
lines and water lines to the street, and that he would talk 
with you later about the plumbing of the house, the situa- 
tion would be one in which you had a definite contract 
about the sewer and water lines, but no contract for the 
balance of the work. 

On the other hand, if the owner showed you a set of 
plans, from which the court might know what plumbing 
work was intended for a completed job, and told you to 
go ahead with the work, you might have a right of action 
under a contract to do the entire job. However, in the 


.absence of information as to what the plumbing work 


contemplated really was, it would be difficult to say that 
you had a contract to go ahead and do it, and the court 
would probably rule that the contract was too indefinite 
to be enforced. 

In the absence of more information than is contained 
in your letter, I cannot give you a more definite opinion. 





Purchase of Copartner’s Interest 
It is the law of partnerships that when one partner 
purchases the interest of the other the transaction pre- 
sumptively includes a final settlement of all partnership 
indebtedness existing between the partners.—Supreme 
Court of California, in Wilbur v. Wilbur, 239 Pacific 
Reporter, 332. 








above 100 pounds. 


corrosion. 


tion is small. 


1260 Holden Ave. 33 
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Operates on Lower Pressure 


The Penberthy Model “R” Cellar Drainer is ad- 
justable to all pressures from 10 to 100 pounds, 
and can be adjusted at the factory for pressure 


The working parts are above water. This elimi- 
nates the possibility of interference from slime or 


It costs but little to install and the cost of opera- 


Your jobber can supply you. 
PENBERTHY INJECTOR CO. 


Established 1886 


Canadian Plant: Windsor, Ont. 


Model 'K 


| 
AUTOMATIC CELLAR DRAINER | 
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Real Value in Unions 


If you are looking for your 
money’s worth, standardize 
on EXCEL Unions. 


They are made with the ut- 
most care and accuracy from 
airtight malleable iron. 


Ask your jobber 


-PROVIDENCE FITTINGS Co. 
7 Water Street 
BOSTON 3 3 33 MASS, 


New York Office: 210 E. 45th Street 
' UNIONS 























Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 
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California’s Presidents and Sec- 


retaries Have Enthusiastic 
Conference 


(Continued from Page 37) 


tion among the locals as to which could show the largest 
ratio of growth. 

Charles R. Hutton remarked for the board of directors 
that it was the intention of the board that this bulletin 
should go out to the membership on the fifteenth of each 
month and that in the opinion of the board it was very 
important that it should go. 

Secretary Clark also called the attention of the officials 
to the ruling of the board of directors that every order 
for T. E. B. supplies must be accompanied by check or an 
authorized C. O. D. The secretary reported that supplies 
had been sold during the last nine months to the amount 
of $1,220. Also, inasmuch as the individual plumber 
wanted intelligent competition, it was timely to encour- 
age the sale of T. E. B. bookkeeping systems. 


COOPERATIVE ADVERTISING 
NDER advertising plans there was introduced to the 
U notice of the conference a circular recently issued 
by the North Orange County Association, and A. R. Burns, 
president of that local, was called upon to explain it and 
to state what reaction the members of the local had re- 
ceived from it. 

This circular is 9%4x16 inches in size, printed upon both 
sides and folds up to go into a No. 10 envelope. The first 
page bears the seal of the National Association and. sets 
out the fact that the North Orange Association admits 
none but qualified and competent plumbers to its member- 
ship—that the association guarantees the work of its 
members and sets out the fact that the plumber is a sani- 
tary engineer. The inside of the circular shows two sym- 
bolic sketches, one of a plumber’s display window, with 
the admonition printed below to deal direct with the 
plumber and setting out the reasons therefor. Opposite is 
a sketch of a doctor, a lawyer and a plumber, carrying the 
implication that the public can trust all three. The next 
two pages are labeled ‘‘Seconds,’’ and what they are. 
Hereon are listed some of the “seconds” in the plumbing 
trade, running from bargains in plumbing to worthless 
plumbing, closing with the statement that it is better to 
“Be safe than sorry.’”’ The last page of the circular lists 
the several items of necessary overhead which the plumber 
cannot escape or evade. 

Mr. Burns said the circular had not been out long 
enough to get a fair reaction from the public, but this 
much he could say, other contractors have given it notice. 
At present the association is compiling a list of 10,000 
names of persons to whom the circulars will be sent. In 
addition, whenever a customer places a job with one of 
the members of the association, the assistant secretary of 
the association sends a personal letter—not a form letter 
nor a mimeographed letter—to the customer thanking him 
for having given the business to such and such a plumber, 
giving the name of the latter. This, the speaker said, 
had proven to be very effective. 

Speaker after speaker commented upon the Burns cir- 
cular and gave the experience of local after local in doing 
some of the things which the Burns circular recommended. 
For instance, the secretary of the Sacramento local said 
that whenever complaints of negligence on the part of one 
of its members was reported to the secretary the matter 
would be corrected within 24 hours. Another secretary 
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The Church 
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SEAT— 
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what it has to do with 1927 prosperity and you 


7 country is prosperous—that is generally 
admitted. But—are you going to share in 
that prosperity? 


makes Church Seats not only profitable in them- 
selves but also profitable because of the addi- 
tional jobsthey help you to get. 








Here’s one way to doit. You 


In pushing Church Seats re- 


know when people are pros- 
perous they want better things 
—buy better things—spend 
money to improve their homes. 
One way for you to make 
money this year is to see that 


Church Window Display 
gets the business 


A plumber in Chicago writes: 


“T was very well satisfied with the 
Christmas window display you furn- 
ished me, as same was responsible for 
the sale of seven seats and four 
prospects.” Very truly yours, 





member we are behind you 

with 133 million individual 

advertisements in the leading 

national magazines and news- 
Ty 

papers. We know from past 

experience that this advertis- 


some of that money is spent on 











ing will start the sale of many 








Church Seats right in your ter- 





theimprovement of bathrooms. 


One of the easiest ways to get people to thinking 
about a complete bathroom re-outfitting job is 
by selling them a Church Sani-White Toilet Seat. 
There is nothing that will improve an old bath- 
room like a Church Sani-White Toilet Seat. And 
in thousands of cases Church Seats have been the 
opening wedge by which plumbers have opened 
up complete bathroom re-outfitting jobs. Which 





SERVICE 
ATLANTA DES MOINES MINNEAPOLIS OKLAHOMA CITY SEATTLE 
BOSTON JACKSONVILLE MONTREAL PHILADELPHIA STAMFORD, CT. 
CHICAGO KANSAS CITY, MO. NEWARK PITTSBURGH TAMPA 
CLEVELAND LOS ANGELES NEW ORLEANS ROCHESTER WASHINGTON, D. C. 
DETROIT MIAMI NEW YORK ST. LOUIS 


ritory. If you tie up to this advertising with the 
sales helps which we supply you, the prospects this 
advertising digs up will be steered to your doors— 
to your profit. Make 1927 a prosperous year—for 
yourself. Send the coupon below for samples of our 
sales helps and complete information on how you 
can become a Church retail distributor. C. F. 
Church Mfg. Co. Dept. S-15, Holyoke, Mass. 














LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 


Cc. F. CHURCH MFG. CO., Dept. S-15, Holyoke, Mass. 


Please d me samples of your plumber sales helps and full information 
on how. «an become a Church retail distributor. 

Name. 

Street 

City State 


My wholesaler is........... 








Mention Domestic ENGINEERING when writing advertisers. 
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said it had been the experience of his local that people 
will and do appreciate the offers of protection from local 
associations. L. P. McChesney, president of the San Diego 
local, said such a circular as the Burns pamphlet served 
as a means for differentiating between an association and 
a non-association plumber and emphasized the value of 
association. His association had adopted a blotter carry- 
ing the guarantee of the association. 

V. A. Edgeworth, of Oakland, said the plumbers of Oak- 
land, Berkeley and Alameda used a standard estimating 
sheet, as do several other of the locals, according to the 
statements of their officials. At Sacramento a standard 
form of sign is used by the members of that association to 
go upon building jobs, announcing that the job is being 
done by such and such an association member. Other 
locals have adopted blotters and other methods of adver- 
tising themselves. 

Charles M. Swinnerton strongly commended the adver- 
tising of the plumber because, as he said: “Crooked deals 
are not put over in the open, they always are done in the 
dark. Therefore, it behooves the plumber to come out into 
the open and to identify himself with the association.” 

Secretary Clark closed the discussion on advertising 
devices and methods by quoting a prominent member of 
an advertising club as saying that newspaper advertising 
for the plumber could be effective only when the plumber 
happened to be a large operator, but for the smaller 
plumber he recommended blotters and signs on buildings 
announcing the job as being done by him as the most 
efficacious methods of advertising. 

Secretary Clark announced that the state association 
had a present active membership of 666 plumbers. He 
said that three new locals had been added during the last 


few months—namely, the San Joaquin Valley Association, 
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the North San Diego Association and the Coast Counties 
Association. Others were planning to get into the fold, 
and as soon as they could be reached they undoubtedly 
would do so. , 


PROPOSE CHANGES IN STATE CODE 


T A preceding conference W. H. Graham, Harry 
A Newman and L. J. Kruse, all of Oakland, had been 
appointed a committee to prepare and have introduced 
into the state legislature a state plumbing code. In the 
absence of Chairman Graham, Mr. Kruse made a report. 

Mr. Kruse reported that it had seemed best to the com- 
mittee to recommend to the state legislature that it amend 
the plumbing code now on the statute books, but which was 
largely obsolete at this time, rather than to try to intro- 
duce an entirely new code. He expressed the opinion that, 
by amending the existing code, the plumbers were far more 
likely to get favorable action than if they tried to intro- 
duce a new bill. He said the object of the proposed 
amendment was to extend practically the same measure of 
sanitation and health protection to the state as a whole 
that now is enjoyed by the larger cities in the state, which 
have their own plumbing ordinances. He said the pro- 
posed amendment was already before the proper commit- 
tee of the legislature and that he hoped it would be fa- 
vorably reported upon soon. As soon as that occurred he 
urged every member of the association to interest himself 
sufficiently in the matter as to take it up with his repre- 
sentative, urging the latter to vote for the bill. The pro- 
posed amendment had been endorsed by the state associa- 
tion at its last annual convention, had also been endorsed 
by the Calitornia Sanitation Development League and 
should receive the active endorsement of every individual 
plumber throughout the state, he said. 











The Hudson No. 310 con- 
cealed combination shower 
and needle bath includes 
the No. 231 Hudson mix- 
ing valve (34-inch sup- 
plies) specially designed 
for simplicity in construc- 
tion, installation and oper- 
ation. Ball-joint cast head 
and sprays have remov- 
able faces and __ heavy 





nickel-plated finish to pro- 
vide the handsome in- 
stallation required. 























Your Choice 


for installations in those 
homes where high quality and 
attractive appearance are pri- 
mary considerations should be 
Hudson products because:— 

1. A high standard of 
quality in both mater- 
ials and workmanship 
is constantly maintained 
in the Hudson factory 
which includes all pro- 
cesses from foundry to 
shipping room. 

2. All Hudson valves are 
made from red metal 
ingot melted in electric 
furnaces assuring the 
highest quality of cast- 
ings it is possible to 
produce. 

3. All Hudson valves are 
tested against 150 Ibs. 
water pressure to guar- 
antee you against “‘leak- 
ers.” 


























No. 310 


BROOKLYN 


And the cost to you for this 
high quality is no more than 
the ordinary. 














NEW YORK 



































February 12, 1927 DOMESTIC ENGINEERING 49 


RADIATORS 8” LANDON 


HERE IT IS! 


THE LANDON 
INVISIBLE SHIELD 


The Greatest Achieve- 
ment in Radiator 
Construction 








Soiled walls and hangings elim- 
inated. AllLandon Radiators can 
be equipped with Invisible Shield. 

Only closest inspection will 
discover the Landon Invisible 
Shield. Does not detract from 
the beauty of the radiator. Dis- 
charges the warmed air out- 


ward and into the room away 
from the walls and hangings. 


Increases the heating power of 
the radiator. 
Slight additional cost makes 


easy its use with every Landon 
Radiator. 


Landon Radiators can be 
shipped with or without shield 
in all heights and sizes. 





When equipped with shield, 
WALL SIDE OF THE LANDON RADIATOR WITH THE LANDON entire radiator and shield are 


INVISIBLE SHIELD IN PLACE painted Landon Gray before 
shipping. 


For full descriptive booklet, write to 


JANDON RADIATOR COMPANY |NC. 


NORTH TONAWANDA, N. Y. 





FOR CATALOG AND PRICE*LIST 
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RECORD OF CHANGES 
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Ws A 
OF PICILLEAR FLOAT] VALVES 


CWANGE MARAE | PATE 





No. 419 
Balanced Lever 
Globe Float Valve 
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McALEAR 


Charts Are All the 
Plumber Needs ~ 


No Drawings 
Ever Necessary 


You can’t go wrong when you con- 
sult and use the McAlear Catalog 
No. 28. It is the most complete 
guide ever compiled for installing 
steam, water, air, gas and oil spe- 
cialties. You will find in it accur- 
ate charts, illustrations, and data 
for correct installations. 


Here is a reduction of the McAlear 
application and roughing-in dimen- 
sions for Nos. 385, 395 and 419 
Float Valves. These float valves 
are sensitive and positive in opera- 
tion and are used for controlling 
the flow of hot or cold water, oil or 
other liquids into or out of open or 
closed tanks. 


Standard sizes 14 to 4 inches for 
50 pounds pressure and under. 
Other sizes for pressures up to 200 
pounds. 


Use your McAlear catalog. It will 
save time and money for you. If 
you haven’t got a copy, write for 
one today. 


CHICAGO, ILL. 


Manufacturers of specialties for steam, water, air, gas and oil 
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The report of Mr. Kruse brought on an animated dis- 
cussion of the matter of examining and licensing journey- 
man plumbers, revealing a decided difference of opinion 
among the plumbers from various parts of the state re- 
garding the policy of doing so. The discussion revealed 
the fact that National President Wilson was opposed to 
the policy of examining, because, according to his point 
of view, it placed the master plumbers in any locality 
where the journeymen had to be examined at the mercy 
of the journeymen. The discussion, while animated, was 
inconclusive as far as putting the state association upon 
record as being in favor of any specified policy in this 
respect. 


PUBLIC COMFORT STATIONS 


HAT report there was on the subject of public com- 
W tor stations revealed that not much action has been 
taken throughout the state on this important subject. Ap- 
parently but little interest had been taken in the matter 
by the masters of the state up to this time, and Secretary 
Clark urged every local secretary to investigate the situa- 
tion within his territory and then to make a report to the 
state office as soon as possible. While asking for this 
report, Secretary Clark took occasion to emphasize the 
need for more intensive field work and said he was ready 
and willing to go wherever he might be needed. Every 
local should outline a program covering its work and pur- 
poses for the next six months, he said, which should be 
submitted to the office of the state secretary in order to 
guide him in planning his work. Certain sections of the 
state were in urgent need of assistance right now and 
this he stated he was willing to give, provided he should 
be permitted to plan his work intelligently. 
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L. J. Kruse, of Oakland, reported on the plan of radio 
broadcasting which had been very recently instituted over 
KPO at San Francisco. This was being prosecuted largely 
under the auspices of the California Sanitation Develop- 
ment League and was being tried out as an experiment to 
determine its efficacy for the promotion of good plumbing. 
The announcer at KPO was incorporating in his daily talk 
along the “daily dozen’”’ line, references to the necessity 
of modern plumbing fixtures and good plumbing as means 
to health. In making these references to plumbing the 
announcer tells his hearers, numbering at present between 
200,000 and 300,000, that if they want information about 
any of the plumbing fixtures mentioned, or want to know 
where they can get the right kind of installations made, 
to address a letter to the California Sanitation Develop- 
ment League. 

While thé plan has been in operation only a little more 
than a week, the League has already received an average 
of twenty letters a day asking for information relative to 
fixtures and plumbing. When these letters are received, 
the association member nearest to the location of the in- 
quirer is notified and asked to follow up the lead. Plans 
now are being considered to link KPO at San Francisco 
up with KFI at Los Angeles, thus increasing the daily 
audience to approximately a half million. 

Plans now are being worked out whereby the plumbers 
will be furnished window display cards giving the hour 
of broadcasting and such other information about the 
scheme as the public ought to know. The cost of this 
service is considerable, but the results to date have been 
so satisfactory that it probably will be continued and 
perhaps amplified. 


(Continued in next week’s issue) 
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When a boiler explodes 


Sectional View, 
Model No. 1 for 
ar ding domestic 
\. hot water supply 
systems from ex- 

: plosions. 


a theory explodes,{too—the theory that 
because odds are against an accident no 
protection need be furnished. 


Plumbing and ‘heating contractors who 
have livelihoods as well as lives at 
stake, cannot afford to allow their 
customers to run fr .. Especially 
when a Red Top Relief Valve supplies 
sure protection. 
So reliable is_ the 
Top Valves that they bear the official 
approval of the Underwriters’ Labora- 
tories, Inc. Operation is on the gravity 
or dead-weight principle; there are no 
springs, levers, diaphragm, or compli- 
cated parts. 


Model No. 1 Red Top protects domestic 
hot water supply; No. 2 is used as the 
basis for the Red Top Pressure System 
of Hot Water Heating. 


rformance of Red 


NEPTUNE METER CO. 


50 East 42nd St., New York City, N. Y. 


Branch Offices in Principal Cities} 
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Pp ERFECTLY MACHINED 


Besr RED METAL 
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IRVINGTON, N. J. 





ENGINEERING 























February 12, 1927 


Overcoming Water Hammer 


(Continued from Page 33) 

suitable conditions exist, is the ease with which it may 
be instantly put into motion, and the equal ease with 
which its motion may be suddenly arrested. This alter- 
nate motion and stoppage results in this incompressible 
liquid creating noises which are one of the most objec- 
tionable forms of water hammer. The conditions which 
may cause water hammer are varied and numerous, the 
following being among those most frequently met with: 
(1) The sudden closing of a faucet, especially one of the 
old plug type; (2) An unsuitable ball valve, as for ex- 
ample, when the power exerted by the ball and the rod 
is only very slightly in excess of the power (pressure) 
that has to be resisted; (3) An unevenly worn rubber 
washer on a ball valve; (4) A loose and badly fitting 
“jumper” (washer holder, or disc) in a faucet or stop 
of the screwdown type—this is the more likely to give 
trouble when the washer becomes badly worn. 


A VALVE THAT SHOOK THE COLONEL’S VILLA 

URING the writer’s apprenticeship, an order was re- 
D ceived at the shop to proceed to the residence of a 
retired colonel for the purpose of repairing a 1%4-in. ball 
valve. I went with the plumber as his helper. The ball 
valve was of the equilibrium type and of a rather un- 
usual pattern, which at that time was in favor because 
it possessed a full water-way and would also resist high 
pressures. The reservoir which supplied the town with 
water stood on a hill not far from the colonel’s villa, con- 
sequently the full pressure was available. The plumber 
put a new washer on the ball valve and we returned to 
the shop. About an hour later the colonel, whose temper 
had not been improved by forty years’ service in India, 
came to the door of the workshop and exclaimed, ‘‘Who’s 
in charge here. I’ve come to kick up a damned row 
with someone!”’ The plumber, to whom fear was a 
stranger, at once turned round and exclaimed, ‘Very 
well then, you’d better start kicking it up.’ Such an 
answer was not quite what the colonel expected; it sub- 
dued him, and in quieter tones he said, ‘‘Well, someone 
has just been to my house to repair a ball valve, and, 
not only does it still fail to close properly, but it shakes 
the pipes throughout the house, and makes most terrific 
and alarming noises; in fact, it seems to shake the house 
itself.”’ The plumber answered, ‘‘Ah, unfortunately things 
like that do happen sometimes. I'll come at once.’’ 

We could hear the loud hammering noise immediately 
we entered the door at the far end of the colonel’s garden, 
and in the kitchen, which was on the side of the house 
farthest away from where the ball valve was fixed, the 
1%4-in. main supply pipe was shaking, the movement being 
sufficient to be visible, whilst the hammering noise was 
indeed alarming. We took out the ball valve, which was 
an improved pattern of that illustrated by Fig. 1, it 
having a union on the inlet, and a cap screwed over the 
top of the body in place of the plug which is shown 
screwed into it. Fig. 2 illustrates part of its interior 
construction, A being the inlet, B the body, C the outlet 
tube discharging into the cistern, D a circular brass disc 
and cap for holding the rubber washer, against which 
the tube C is forced by the rising of the ball and rod, 
thereby ‘closing the valve; E a rubber buffer (the cause 
of the trouble) which acted as a cushion for D; F a 
metal cap having a recess for holding the rubber buffer, 
this cap being screwed onto the body B. The cause of the 
trouble was a badly worn rubber buffer (E), which had 
become shaped somewhat like Fig. 3. 


(Continued on Page 55) 
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Enamel that fruit and vegetable acids 
can’t harm helps sell more kitchen 


ERE is the 
only énamel 
that cannot 
. be roughened, 
discolored, or 
harmed inany 
way by fruit and vegetable 
acids, or by the ingredients 
of cleansers. 





Women always have wanted 
kitchen sinks that wouldn’t 
get rough or stained from 
fruit and vegetable acids, or 
from the ingredients of cleans- 
ers. Nowyoucan sell themsuch 
sinks — “Standard” Sinks — 
the sinks that popularized the 
“yard-stick high’’ idea. 
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The new - process enamel, 
developed and made only by 
“Standard”, broadens the sale 
tor every plumbing fixture — 
and especially for kitchen 
sinks. Sinks are exposed a 
dozen times every day to fruit 
and vegetable acids. 


ENAMEL IS BEING 
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Sinks with this new enamel 
remain bright and sparkling, 
they do not lose their luster. 
They are more easily cleaned. 
Since the enamel is harder, 
they are more durable. 


Sinks, lavatories, baths, 
laundry trays, slop sinks, in 
fact all “Standard” Enam- 
eled Plumbing Fixtures, may 
be had in the new-process 
They sell for some- 
what higher prices, but they 
have 


enamel. 


superiorities no fixtures 
ever had before. 

Write for further details, or 
ask your wholesaler. 

Standard Sanitary Mfg. Co., Pittsburgh 
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Make Good with Oil Burners 


Page Volunteer Boilers are members of “The Distinguished Service Line’. They 
have a background of over seventy years of sound experience in the manufacture of 
heating boilers. 

The Volunteer firepot is exceptionally deep, averaging 26 inches from grate to crown 
sheet, presenting the most effective and direct heating surface to the fire at its greatest 
intensity and allows for carrying fire for a long period without attention. 


They have made good with oil burner equipment because of their superior construc- 
tion features. You can install no better boiler for the small job than the Page 
Volunteer. 

They serve equally well with hard or soft coal, gas or oil for steam, vapor and hot 
water heating. 


“The Distinguished Service Line” 
THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Ave., New York Warehouse: Bush Terminal 


BRANCH OFFICES AND WAREHOUSES: 
Boston, 123 Beverly Street; Philadelphia, 1718 Sansom Street; Cleveland, Rose Building 
FACTORY: MEADVILLE, PENNSYLVANIA 
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A suggestion was made to the plumber—who was not 
the best type of workman for overcoming a difficulty—that 
if a round disc of zinc of the same size as the full internal 
diameter of the cap were placed therein, with a disc of 
rubber of similar diameter (Fig. 4) placed between the 
zine and the brass cap D, these would serve equally well 
as a buffer, and would possess the advantage. of being 
unable to get out of shape or place. This was tried, and 
proved such a complete success that afterwards, all new 
ball valves of similar pattern were so treated before being 
taken out of the shop. The worn and badly shaped rubber 
buffer would not allow the valve to close completely, with 
the result that it alternately opened and closed with great 
rapidity, causing a terrific hammering due to the high 
pressure and the incompressibility of the water. 

A ball valve of the same pattern was also the cause of 
the noise which the lady of the house described as being 
“like a deep note played on an organ.” In this case 
also the trouble was overcome by replacing the rubber 
buffer by the zinc and rubber discs. 

Cases of water hammer due to the imperfect closing 
of ball valves, or to badly worn or imperfectly fitting 
internal parts of faucets or valves are of very frequent oc- 


currence. 
When dealing with cases of water hammer which are 


due to a ball valve not having the necessary closing 
power, owing to lack of sufficient force being imparted 
by the leverage of the rod and ball, the remedy is to fit a 
larger ball to the existing rod, or a longer rod to the 
existing ball. 

In one case that I had to deal with the noise resulting 
from the water hammer was accompanied by additional 
noise due to the rattling of the wrought iron pipes in 
holdfasts that did not grip the pipes tightly. 

The investigator who wishes to succeed in overcoming 
noises due to water hammer must take pains to trace 


such noises to their source. 
The use of air vessels ih overcoming water hammer 


in pipes will be dealt with in the second article on this 
subject. 


UNIQUE JOBS FOR THE VENTILATING ENGINEER 

There seems to be no end to the variety of jobs encoun- 
tered by the ventilating engineer. Even farmers, observ- 
ing that human beings thrive better when some attention is 
paid to ventilation and air conditioning, are becoming con- 
cerned about the ventilation of their barns and chicken- 
houses. Since heating and ventilating are inseparable, it 
should be the business of the heating man to become aware 
of the rapidly increasing importance of ventilation, not 
only in schools and office, but also in almost every other 
kind of building. Doubtless he will sooner or later be 
asked what he knows about ventilating chicken houses, for 
instance. Temperature and humidity are important factors 
in the health of poultry as well as in the health of human 
beings. 

Professor E. R. Gross, agricultural engineer of the 
State College of Agriculture, New Brunswick, N. J., has 
done a great deal to educate the farmer and poultry- 
keeper in the need of ventilation, and gradually men prom- 
inent in various vocations are coming to understand the 
importance of ventilation. A ventilation system which 
will regulate the movement of air through the poultry 
house will hold a higher average temperature and will 
reduce the danger of damp floors. A damp house, as the 
poultryman knows, reduces production. 

A circular giving directions for the installing of flues 
in the poultry house may be had from the agricultural en- 
gineering department of the Department of Agriculture, 
New Brunswick, N. J. 
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Service today and yesterday 


In the old days, mistakes 
and long delays were com- 
mon. But today Genuine 
Armstrong Pipe Tools are 
quickly available, thanks to 
the efficient nation - wide 
jobber system through 
which we operate. 


Ask your jobber for Genuine 
Armstrong Pipe Tools. 


The Armstrong Mfg. Company 


284 Knowlton St. 
New York Office: 


Bridgeport, Conn. 
181 Lafayette St. 
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repair needs and their 
ability to give years 
of unimpaired, efficient 
service. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 











CHICAGO 


Conditions pertaining to the plumbing and heating busi- 
ness in the Chicago territory were of a steady nature at 
the end of the first week of February. So far this year 
there has been little buying on the part of wholesalers for 
more material than required to meet actual consumption 
needs, which have maintained a very even keel since the 
first of the year. Material moving from manufacturers’ 
plants, however, has been added to in volume over that 
shipped for immediate consumption, due to the fact that 
many wholesalers entered the year with low supplies and, 
for safety’s sake, found it necessary to take in quite a bit 
of new goods to bring their stocks to a point where they 
could meet the demands of contractors on short notice. 

Requirements of contractors are cause for a fair volume 
of material as much of the construction started last fall 
is at the stage where finishing material is required. There 
is also a light demand for roughing-in goods, especially 
for the larger type of construction, this appearing to pre- 
dominate in Chicago at the present time. Many contrac- 
tors, however, report good activity in the residence and 
bungalow type of construction which is helping in no little 
way to boost the aggregate tonnage of material moving. 
This activity among contractors is not of sufficient propor- 
tions to employ all available journeymen and this type of 
labor is reported plentiful in and around Chicago. Figur- 
ing on new work is still occupying a large part of the time 
of many contractors and the greater part of this has not 
progressed to the state where contracts are actually being 
awarded, which makes for a bright outlook for the future. 

Wholesalers have not altered their policy of buying ma- 


Little for- 


the 


terial mainly in small lots as needs indicate. 
yard buying has been reported this year, and 
While some jobbers 


past 
week showed no impetus in this way. 
have come into the market for their tubular brass require- 
ments for some time ahead, not done 
While many wholesalers are also covered on range boilers 
and staple pottery ware, these orders were placed last fall 
prior to price advances and are reported by manufacturers 
to be fairly well cleaned up. 

Manufacturers have good stocks on hand and 
Wholesalers, also, 


others have so. 


prompt 
deliveries may be had on most items. 
are in a position to deliver goods to contractors as wanted. 
One large cast brass maker issued a new sheet on Febru- 
ary 4, readjusting prices of various items, some being ad- 
vanced and some lowered in price. No other price changes 
were announced during the 
Wholesalers’ prices, as has been the case since the last 
two months of 1926, are still very weak in this territory. 

Soil Pipe 
makers 


week by manufacturers. 


indicate change in 


with the steady price 


Reports from soil pipe no 
conditions during the week, and, 
situation, do not expect buying to reach a large scale until 
the spring building program gets under way. Wholesalers 
are not entering orders for later release, confining their 
buying to present needs and for stock building purposes. 
Although foundries are operating on a part time schedule, 
foundry stocks are ample to insure deliveries as wanted. 


Jobbers’ stocks, while light, are sufficient to meet the 
needs of contractors. Prices are firm and have not 
changed. 
Steel Pipe 
Demand for steel pipe, while light, is in keeping with 


the season and makers appear satisfied with the volume 





in OUTSTANDING developments featured the 
4S  plumbing and heating business scene during the 
week, Obviously, a sustaining factor in the plumbing 
and heating trade is the rate at which new building 
projects continue to be announced, despite the fact 
that there is much discussion as to the possibility of 
overbuilding in certain types of construction in some 
of the large cities. Leaders in the trade who reflect 
that 1927 will equal or be only slightly below the con- 
struction level of last year are in far greater number 
than those who view the year with a tone of pessimism. 

Hand-to-mouth buying continues to be the policy of 
most wholesalers. With the exception of brass goods, 
orders on manufacturers’ books for future shipment 


are very scattered and are mostly results of coverages 





BUSINESS MAINTAINS EVEN KEEL 


prior to price advances on those commodities, pottery 
and range boilers being examples. 

Wholesalers’ stocks, while not in heavy proportions, 
are well assorted and equal to demands of contractors. 
Manufacturers’ stocks, too, are ample, and no difficulty 
is experienced by jobbers in securing goods as needed. 
One large cast brass manufacturer issued a new sheet 
on February 4, readjusting prices of various items, 
some being advanced and some lowered in_ price. 
Other than this there were no changes announced in 
the prices of the commodities listed in this report. 

December shipments of domestic water softeners, 
as reported by eleven manufacturers to the Depart- 
ment of Commerce, were 500 units, as compared with 
583 units in November. 
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moving. Wholesalers are not anticipating their future re- 
quirements, ordering pipe in quantities only large enough 
to meet current demands and maintain stocks at safe 
working levels. Both manufacturers’ and wholesalers’ 
stocks are of a size to provide prompt deliveries. Prices 
have not changed since early in 1923 and are firm at that 
level. : 
Wrought Iron Pipe 

Most wrought iron pipe mills are operating on a cur- 
tailed production schedule. Manufacturers report demand 
light and composed almost entirely of orders for assorted 
cars marked for immediate shipment. Wholesalers, in 
general, are not ordering pipe in anticipation of future 
needs, taking in new material mainly in only large enough 
quantities to maintain safe working stocks. Deliveries are 
going forward promptly from mills. Jobbers’ stocks, also, 
are sufficient to deliver pipe as wanted. Prices are firm 
and have not changed. 

Enameled Ware 

Immediate requirements of plumbing contractors for 
enameled ware are light. A fair amount of construction 
started last fall is at the stage where finishing material is 
needed and this, along with orders placed by wholesalers 
for prompt shipment of goods for stock purposes, are cause 
for the greater part of enameled ware moving at the pres- 
ent time. Wholesalers are not heeding their future needs 
in any volume. Makers’ stocks are ample. Distributors 
have sufficient stocks to ship contractors goods as wanted. 
Prices are unchanged. 

Pottery 

While there is some current buying of staple ware on 
the part of wholesalers, the major portion of material 
moving consists of releases against orders placed early in 
November of last year. The total volume of goods moving 
into consumption aggregates a fair volume and is seasonal. 
In the opinion of many potters, most of these orders will 
be cleaned up by the end of this month and makers look 
for a quickening in buying -to follow shortly after this 
point is reached. Deliveries of staples may be had as 
wanted. Prices are unchanged. 

Range Boilers 

There is little new ordering of range boilers. Ship- 
ments leaving manufacturers plants are light and consist, 
for the most part, of releases against orders placed prior 
to the price advance on October 28 of last year. Makers’ 
stocks are such that satisfactory delivery service is pos- 
sible. Jobbers’ stocks, while light, are adequate for de- 
mands. Prices are unchanged. 

Plumbers’ Brass Goods 

Manufacturers’ salesmen repor* a fair seasonal demand 
for both cast and tubular -90ds. Reports from 
salesmen representing makers ©! il uar goods, however, 
indicate a more brisk market for type of brass than 
for cast goods. While som ‘alers are placing 
orders for their future require: others are not buy- 
ing in larger quantities than current neecs indicate. There 
are no delays reported in deliveric: large cast brass 
manufacturer issued a new sheet on February 4, readjust- 
ing prices of various items, some being advanced and 
some lowered in price. This was the ange in prices 
announced during the week, althouec! rep ts persist of 
some concessions being granted whe sized orders 
are in sight. 


oniv ¢ 


Boilers and Radiator: 
No further price changes have been anounced by boiler 
and radiator manufacturers. Makers report demand sea- 
sonal. Buying on the part of wholesaiers quickened 


slightly during the week, following the period price decline 
which went into effect on February 1. 1 stocks 
are well balanced and no delays are reported in eliveries. 
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NEW YORK 


Continued discussion following the warning against ex- 
cessive construction in metropolitan areas sounded re- 
cently by a large banking interest and concurred in by 
many other mortgage bond houses, makes it evident that 
this caution is at least being seriously considered if not 
accepted. Subsequent developments indicate that many 
banks, bond and mortgage houses have placed too much 
dependence on the volume of building plans filed rather 
than on the construction contracts awarded in computing 
the trend of future building activity. As a consequence, 
an accurate picture of the building situation is not pre- 
sented because of the wide variance between the number 
of plans filed and the actuality of contracts let. 

The minds in the plumbing and heating industry re- 
flecting that 1927 will without doubt equal the construc- 
tion record of last year overwhelmingly outnumber those 
making expressions tinged with pessimism. This reason- 
ing is based on the fact that the population of New York 
continues to mount and as a consequence public utilities 
are being forced to expand, new schools and public build- 
ings are needed, new industrial facilities are required, and 
homes must be erected. 

Wholesalers, for the most part, have readjusted their 
stocks since inventory taking to a workable point, but 
have not stocked in the full sense of the word, instead 
contenting themselves with fill-in lots of merchandise to 
plug up holes. This creates a fair call on makers. The 
stocks of manufacturers are ample to care for any emer- 
gency and are daily being augmented as production is well 
maintained. 

Prices are generally steady with occasional soft spots 
noted on some items. A cast brass goods manufacturer 
issued a new price sheet which carried a readjustment of 
prices. 

Soil Pipe 

The larger soil pipe foundries, in general, find the New 
York market rather inactive. Most all of the new busi- 
ness placed was unattractive. Plumbing contractors 
called for but little iron pipe. Wholesalers’ stocks gen- 
erally are not heavy. Manufacturers continue in a posi- 
tion to ship promptly. Prices have not changed and the 
little disturbance which existed seems to be rapidly quiet- 
ing down. 

Steel Pipe 

The week’s development in the steel pipe market is 
little changed over last week. Typical of both plumbing 
and heating contractor and jobber is the policy of hand- 
to-mouth buying. Figures show that this year’s tonnage, 
which is fairly good, is holding its own over the like period 
of 1926. Prices remain unchanged from the mill stand- 
point, but wholesalers in scattered instances continue offer- 
ing concessions to land desirable business. Mills have a 
steady operation, are strengthening their stocks, and are 
making prompt shipments. 

Wrought Iron Pipe 

Mills made very substantial shipments during the past 
few days. The movement comprised releases on old book- 
ings with a sprinkling of new business which called for 
immediate shipment. Jobbers’ stocks are not heavy, but 
in most instances are at a level which will guard them 
against embarrassment. Foundry stock sheets as a rule 
show good balances; as a consequence, it is possible to 
get satisfactory delivery on most sizes. Mill quotations 
are firm and unchanged. 

Enameled Ware 

Prices continue showing the soft tone that has prevailed 

in some quarters for the past few weeks. While this 
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statement does not obtain in the ordinary transaction, it 
is evident when a desirable amount of business is at stake. 
Though demand is not particularly heavy the lull is not 
alarming. Predictions that the future requirements of 
plumbing will involve a good tonnage of 
enameled ware are freely made, resting on substantial ar- 
guments. for- 
No price changes have been 


contractors 


Manufacturers continue in a position to 
shipments promptly. 
announced. 


ward 


Pottery 

The every day requirements of plumbing contractors 
absorb a fair amount of pottery. Wholesalers are keep- 
ing their stocks at a safe level with releases against place- 
ments made prior to the last November price ad- 
vance. The business entered is comprised almost 
entirely of pottery orders intended for projects, arrange- 
ments for which have just been completed. Makers’ stocks 
are ample, too, so that no undue delays are experienced in 
obtaining deliveries. Prices are unchanged and, for the 


just 
new 


most part, are steady. 


Plumbers’ Brass Goods 

Business involving both tubular and cast brass continues 
to look up as some wholesalers are directing their atten- 
There 
jobbers, however, who insist on adhering to the hand-to- 
Taken’ collectively, 
heavily 


tion to probable spring requirements. are those 


mouth buying policy. wholesale 


houses, while by no means stocked, seem to be 
supplied with enough of the general run of brass goods to 
care for the possible near future needs. One large interest 
distributed a new sheet which reached the wholesale trade 
on February 4, readjusting prices somewhat on their cast 
brass goods. Prompt delivery service continues to obtain. 
Range Boilers 

No material change was noted in the range boiler situ- 
ation during’ the past few days. There is not a great deal 
Jobbers are maintaining 
releases against old bookings, which in- 
Makers are forwarding ship- 
remain unchanged and have 


of new business in the market. 
their stocks by 
volves a light movement. 
promptly. 


firm 


ments Prices 


shown a tone. 


Boilers and Radiators 


The ordinary quickened somewhat on heating 
equipment following the advent of the cycle drop which 


was effected 


pace 
February 1. Most placements are specified 
for future delivery with enough immediate shipment busi- 
ness to keep the stocks of distributors in good shape. No 
further price changes have been announced. Deliveries 
are made promptly. 


PHILADELPHIA 


The end of the first week in February found many man- 
ufacturers’ salesmen reporting better business than during 
the earlier weeks of the year, and it appears that many 
wholesalers believe that it is now time to replenish stocks 
that have approached, in many unsafe levels. 
Distributors, failed to note any decided 
change in the quality of demand from master plumbers 
and heating contractors. 

The building 


instances, 


however, have 


program in 
permits 


Philadelphia, judging by re- 
ports of suffered a considerable slump 
during January. Figures just issued show a total of 
$3,254,225 for the month just closed, compared with 
$7,590,755 for January, 1926. Most of this decrease is in 
projected 1926, builders filed 
plans for 495 houses and last month the figure dwindled 
to 139. On the other hand, a slight increase in the figures 
for apartment houses is shown, and students of the situa- 


issued, 


dwellings. In January, 
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tion believe that this type of building will hold up well 
this year. 

There has been no change of consequence in the price 
situation during the week. Figures from wholesalers are 
subject to revision downward when contracts of large vol- 
ume are to be let, and this is also true to some extent of 
some materials from manufacturers. Deliveries of prac- 
tically all staple items can be made without delay, the 
average manufacturer having large inventories. 

Soil Pipe 

The total tonnage moving into the district does not ag- 
gregate a large volume, although wholesalers are con- 
stantly in the market for enough cast iron pipe to take 
care of current needs. The average order is for minimum 
cars for early shipment. Prices have not been changed. 
Foundries have no difficulty in making prompt shipments. 

Sieel Pipe ‘ 

Business placed with mills during the month just closed 
was greater than that shipped in January, 1926, but this 
is hardly a criterion, as that month was a poor one for 
mills. Current demand continues to account for a 
fair volume of steel pipe. Prices are being maintained on 
the same firm base. Early deliveries are the rule. 


most 


Wrought Lron Pipe 

Philadelphia contractors do not a great deal of 
wrought iron pipe at this season, and this contributes to a 
light demand upon makers. However, the call for this 
product is apparently now a trifle better than it was a 
month ago. Salesmen report better demand in the south- 
ern part of the territory than in the north and west sec- 
tions. changed. Deliveries are 


use 


have not been 
being made promptly. 
Enameled Ware 

manufacturer reports better business than 
his concern expected from this territory at this season. 
Another that still hesitant about 
placing any considerable amount of business, and a third 
that There has been no 
change in the price situation. Good stocks of staples at 
points of origin make prompt shipments possible. 


Prices 


One large 


finds wholesalers are 


states demand is very slow. 


Pottery 

Orders for the higher grade type of ware and for porce- 
lain are maintaining a high standard for this time of year, 
it is stated by makers. Due to the falling-off of operation 
work, shipments of staples against old contracts do not 
constitute a large volume and new business on staples is 
very light. Prices are maintaining an even trend. The 
average pottery difficulty in making shipments 
wanted. 


has no 
when 
Plumbers’ Brass Goods 

One large cast brass manufacturer issued a new sheet 
on February 4, said to be merely an adjustment of prices 
of various items, a few being revised downward and a few 
increased in price. Tubular sheets have not been changed, 
but quotations apparently are at least occasionally below 
published figures. Demand for tubular goods has become 
more general than it was a week ago, those salesmen with 
competitive prices being practically unanimous in report 
ing a fairly active demand. Cast brass manufacturers are 


also enjoying a fair business. Deliveries of most items 
can be made promptly. 
Range Boilers 
The Philadelphia district is using its usual quota of 


range boilers, this not accounting for a large volume at 
this season of the year. Current demand will continue to 


be comparatively light until the protections given whole- 
salers before the last price change expire. 
sheets have been issued. 

facturers’ stocks are large. 


No new price 
Deliveries are prompt. Manu- 
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A Brand New Edition—Just Out 


2,000 Pages 
Standard 
Catalog Size 


734" x 1054" 
Bound 


in Heavy 
Fabrikoid 


13,000 Catalog 


Illustrations Price, 


$5.00 Prepaid 





The 1927 edition of Domestic Engineering Catalog Directory is now ready for 
distribution. 

A great many changes and improvements have been made in this edition. New 
catalog material has been added to the Catalog Section, giving the buyer of plumbing 
and heating supplies a wider range of selection. The lines of 469 manufacturers are 
featured in this section. All catalog pages contain the latest available data from which 
to order supplies. 


Changes approximating 30% have been made in the Classified listings, comprising 
additional lines recently put out by manufacturers, including articles made by new 
concerns, discontinued items dropped, and additions of many specialties never before 
listed in any directory. 


All information contained in this volume is right up to the minute. Users of previous 
editions will readily appreciate the convenience of having the entire book revised each 
year, from cover to cover. 


Order your copy now and get the 
latest buying information obtainable. 


PUBLISHED BY 


DOMESTIC ENGINEERING COMPANY 


1900 PRAIRIE AVENUE ~ 33 $3 CHICAGO, ILLINOIS 
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Boilers and Radiators 

Business is picking up, manufacturers state, especially 
in the southern part of the territory, Washington and 
Baltimore being notable examples. Many contractors who 
waited for the cycle drop before placing orders are now 
asking for immediate shipments of both boilers and radia- 
tors, and wholesalers are forced to replenish stocks. Prices 
have not been changed during the week. Ample makers’ 
inventories make early shipments possible. 


NEW ENGLAND 


During the first part of this year there have been no 
radical changes apparent from week to week in the status 
of market conditions in this territory. As compared with 
previous years, business seems to be slow in gathering mo- 
mentum. There are, however, a number of municipal and 
industrial projects being turned out of architects’ offices 
which are positive of development, guaranteeing a resump- 
tion of activity among the building trades within the next 
month or two. Sponsors of residential and apartment 
house work seem to be holding back awaiting the advent 
of more clement weather. 

There is reported from the plumbing and heating con- 
tractors in various quarters that quotations on prospective 
operations are being made frequently, a large part of 
which should surely develop, considering the fact that 
local banks are not lax in granting credit at this period of 
the year for worthy enterprises. Jobbers, however, are 
still maintaining their attitude of conservatism, viewing 
the future with optimism, but holding their stocks at as 
low a level as will satisfy immediate demands. The rate 
of production at mills and factories is generally reported 
as normal. Good stocks are being accrued both at point 
of manufacture and at local warehouses to insure prompt 
service to wholesalers for the coming months. Prices on 
all commodities are firm and unchanged. 

Soil Pipe 

There are no large deliveries reported either to whole- 
saler or to plumbing contractor. While there is some new 
work being started, requiring small quantities, the real 
demand is not expected to be felt until April or May. 
Foundries and their local warehouses are maintaining 
large stocks, while jobbers, on the other hand, are holding 
their stocks at a minimum dependent on immediate de- 
livery from makers and local pick-ups in emergencies. 
One maker reports that his foundry has partially over- 
come a shortage previously reported on the larger sizes 
of extra heavy pipe and that shipments are being made 
satisfactory to purchasers. No price changes are recorded. 

Steel Pipe 

Orders placed by wholesalers during the first weeks of 
January, for delivery in February, represent the present 
tonnage moving into New England. This, however, is not 
large, for jobbers find only a small demand from their 
trade. There is but a small amount of future delivery 
business being booked by either mills or wholesalers at 
the present. Immediate deliveries may be had, no short- 
ages being experienced. The market remains steady. 

Wrought Iron Pipe 

It is reported that mills are still well employed keep- 
ing their stocks up, and making shipments for municipal 
developments and to jobbers’ stocks. Orders received 
from the plumbing and heating trade are light and no 
contracts are recorded except for immediate needs. 


Prompt shipments are being made by both mills and 
wholesalers and prices which have remained at the same 
level for several years, continue unchanged. 
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Enameled Ware 

Placements of carload orders with manufacturers are 
spotty. The general tendency is slightly downward, with 
one maker, however, reporting his bookings somewhat 
better than last week. The demand on the part of plumb- 
ing contractors, even though a good amount of work is 
being finished this month, is not brisk. Consequently 
jobbers are maintaining as low a stock as possible to carry 
them over. until business improves. Stocks at the local 
warehouses of makers are well rounded out and drawings 
run into good volume. No shortages are evidenced and 
prices quoted by manufacturers and wholesalers remain 
unchanged. 

Pottery 

The market, on the whole, seems to be brightening a 
little. One maker reports no change since last week, 
which, in his opinion, was fair. Another has booked a 
number of orders for delivery within the next several 
months, which is indicative of the jobbers’ confidence of 
good future business in this territory. For immediate 
shipments there are no large orders being placed either 
by contractor or wholesaler. Potteries are fairly well 
occupied, immediate deliveries being granted. Prices are 
unchanged. 

Plumbers’ Brass Goods 

A large manufacturer of cast brass goods recently 
issued a new price sheet involving no radical advances nor 
declines, but rather incorporating readjustments on cer- 
tain items. There is reported generally no heavy demand, 
jobbers buying only to fill in their stocks and, as with 
plumbing contractors, there is reported a falling-off in 
future delivery orders. The volume of business in this 
commodity is being sustained for the present by numer- 
ous small orders. No shortages are reported and prices 
are steady. 

Range Boilers 

Wholesalers are not as yet drawing heavily on con- 
tracts made during January in so far as the plumbing trade 
is ordering only in small quantities. Manufacturers find 
no increase in future delivery orders being received, but 
seem fairly well occupied handling the smaller pick-up 
orders which are numerous at this time. Carload orders 
are being shipped promptly and local warehouses are suf- 
ficiently stocked to insure delivery without delay. Makers’ 
and wholesalers’ prices are firm and unchanged. 

Boilers and Radiators 

It ,;was expected by both manufacturer and wholesaler 
that the periodical decline of February 1 would create an 
increased demand. It is stated, however, by several lead- 
ing manufacturers that a slight falling-off in orders re- 
ceived was noticed. Jobbers are unwilling to stock very 
heavily in-so-far as the real activity of the heating season 
is over. There still exists, however, a fair demand from 
the heating contractor, which is met by prompt deliveries. 
No shortages are reported and prices are unchanged. 





P. H. Carlyon & Sons, 215 Central avenue, Dunkirk, 
N. Y., have changed the firm name to P. H. Carlyon, Inc. 
The officers of the concern are: P. H. Carlyon, president 
and manager; Mathew Hitzges, vice president, and H. P. 
Carlyon, secretary. 

Ben W. Warren, owner of the Warren Plumbing Co., 
of Houston, Texas, has purchased a site at the corner 
of Walker and Louisiana streets in that city and is hav- 
ing plans prepared by A. C. Finn, architect, for the con- 
struction of a one-story brick, reinforced concrete and 
cast stone business building which, when completed, will 
be occupied by the Warren Plumbing Company. The 
building will be 100x150 ft. and will cost $30,000. 
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The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 

















Par 1927 
Value High Low Quotations of February 7, 1927 * Bid Asked Last 
25 115% 110% American Radiator Co., com.................. A 112 112% 112% 
100 13444 13314 American Radiator Co., pfd.................. A 133 134 13314 
50 48 4614 Anaconda Copper Mining Co................. A 46% 464% 46% 
NP 38% 35% Brunswick-Balke-Collender Co................A 3444 35% 3514 
NP 55 42 A.M. Byers Co.,com....................A&F 538% 654% 544% 
100 107 SOD - Bs BE PN Boise coc ccvcccce A&F 106 107 107 
100 116 116 Century Electric Co., com.................... G 115 120 116 
100 106 106 Century Electric Co., pfd.... G 100 102 106 
50 44344 437% Chicago Nipple Mfg. Co.,“A"’................B 444% 444% 44% 
50 33 31 Chicago Nipple Mfg. Co.,“B”...............B 33 334 «33 
25 «52 50 Crane Company, com.,........... .C 50 51 50 
100 118 11744 Crane Company, pfd.........................€ 17% 1184 118 
100 =89 8414 Detroit Brass & Malleable Works.............D ..... 88% 89 
20 27% 26% Eagle-Picher Lead Co........................ I 26% 26% 26% 
NP 4234 39% Fairbanks, Morse & Co.,com.................A 39% 40% 40% 
100 10844 108 Fairbanks, Morse & Co., pfd............. ...A 108 108% 10814 
NP 61% 60% Johns-Manville, Inc., New....................B 6034 61 6034 
100 101 100 Jones & Laughlin, com....................... i Jerr = 101 
100 11934 117 Jones & Laughlin, pfd........................F 118 119 118 
10 19% 16 Michigan Copper & Brass Co.................D 18 183% 18% 
100 168 160 National Lead Co.,com......................A 160 161% 160 
100 11834 11714 National Lead Co., pfd.......................A 74% 118 1174 
100 103144 102 Ohio Brass Co., pfd................0.ceeeeeee | a 103 102 
NP 84% 771% Ohio Brass Co.,“B”................see00+5+-H 84 8434 84% 
NP 123% 12 Pacific Steel Boiler Corp....................+- B 12% 12% 12% 
100 108 102 Penberthy Injector Co., pfd.................. D 100 103 103 
Deters ns Sous Pierce, B. & P. Mfg. Corp., com.............. U 2 30 27% 
100 101 100 Pierce, B. & P. Mfg. Corp., pfd............... U 99 103 100 
NP 23 2114 Richmond Radiator Co., com................. B 21% 22 21% 
NP 49 47 Richmond Radiator Co., pfd..................B 4634 47% 47 
100 65 Oe Tis oes eocesnsicecvecsscesivns ee oc 62 
25 «(96 90 Standard San. Mfg. Co., com................. F 9 100 95 
100 115 115 Standard San. Mfg. Co., pfd..................F 5 ..... 115 
Me hases* keun'’ Trenton Potteries Co.,com...................U 45 55 47 
Wee kee wets Trenton Potteries Co., pfd..................55 U 9 105 99 
100 228%4 202 U.S. Cast Iron P. & F. Co.,com..............A 210 210% 21014 
100 115 113% U.S. Cast iron P. & F. Co., pfd.............. A 114 114% 113% 
NP 42 41 U.S. Radiator Corp.,com....................D 41% 42 42 
100 101 101 U.&. Radiator Corp., pfd...................+ D 100) =6100% ‘101 
100 62% 5634 U.S. Rubber Co., com..................00000/ A 60% 61 61 
100 110 107% U.S. Rubber Co., pfd ....A 107% 108 108 
100 159144 153% U.S. Steel Corp., com...:....................A 157 157% 157 
100 1305, 129 U.S. Steel Corp., pfd....................005- A 129% 130 12934 
NP 21 18 Walworth Company................. veh 26. St 21 
NP 15% 15 _ Williams Oil-O-Matic Htg. Corp.............. C 4% #1% 15 
HP. 7 EE Eo cc ccni rons ced cues dieses C 5% 6% 5% 
NP 90 8514 Youngstown Sheet & Tube Co................ A 86 864% 86% 


*Where listed— 


A—New York Stock Exchange 
B—New York Curb Exchange 


C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


U 


F—Pittsburgh Stock Exchange 

G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 


—Unlisted Stocks 





The Metal Market 


Feb. 7 


PIG IRON— 
No. 2 foundry, Chicago, 


WURMNGE  oi6se ec ievees $20.50 


PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
burgh, per lIb........ 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 
RR eee 
Black Sheets, No. 24, 
Pittsburgh, per Ib.... 
Galvanized sheets, No. 
24, Pittsburgh, per Ib. 
TIN— 
os te a ren 


COPPER— 
Prime Lake, f. 0. b. re- 
OED. +i cs cow ekeinses 
Electro, delivered ..... 
LEAD— 
(est diusceetes 


1.90c 


2.20¢c 


Average Average Average 


Dec., 1926 Oct., 1926 


$21.00 $21.00 


1.90¢ 1.90c 
2.35¢ 2.35¢ 
3.05¢ 3.05¢ 
3.90c 3.90c 


1926 


$21.65 


1.89¢ 


2.40c 


3.17¢ 


4.30¢c 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per lb. 
Aluminum clippings...20 e¢ Conner, TMM 6c ccccuc's 9144c 
Bn Lac wase<vaceas 61%e Copper, uncrucibled 
| 64c 0 ee ...10%e 
Brass, heavy mixed.... 74c Fancets and valves.... 9 ¢ 
SNE wiv ea eevee 9%4e ERG, TERY 6.060 kc aves 6%4e 
Copper, crucible ...... 10% ¢ MOIGOP SOEMEG 2ccccc cada a ¢ 


NOTE: Prices are those quoted on Monday of this week. 

















February 2, 1907 

At the recent convention of the Illinois Master Plumb- 
ers’ Association, T. E. Walters, of Aurora, was chosen 
president for the ensuing year. Other officers were Frank 
E. Patterson, of Springfield, first vice president; J, E. 
Vitzgerald, of Lake Forest, second vice president, and 
William Schlegel, of Belleville, treasurer. 

_ _ 1907—— ~-- 

The Master Plumbers’ Association of Albany, New York, 
recently gave a reception and dinner at the Ten. Eyck 
in honor of B. J. O’Donnell, of Syracuse, president of the 
New York State Association of Master Plumbers. Eighty- 
nine guests were present on the occasion which proved 
to be one of the most enjoyable held by the local asso- 
ciation in its history. Governor Charles E. Hughes called 
early in the evening and held a reception in the parlor 
of the hotel, where he met many of the members and 
their friends. The toastmaster of the occasion was 
former State President John E, Dugan, who was intro- 
duced by President Timothy E. Kerwin, of the Albany 
Association. 


- i107? * 

The United States Supply Company, of Omaha, Nebr., 
has moved into its new quarters at the southwest corner 
of Ninth and Farnam streets in that city. 

- - 1907—_—_——_ 

A bill has been introduced in the House of Representa- 
tives of Tennessee providing for the licensing of plumbers 
and for the inspection of plumbing in cities of more than 
10,000 population. 


= 1907— ainiaancone 

A new plumbing ordinance has been prepared at Batavia, 

N. Y., and presented to the city council for consideration 
at its next meeting. 

~- 1907——_—__—__ 

The third annual reception and ball of the Chicago 
North and West Side Master Plumbers’ Pleasure Club 
was held Tuesday night, January 29, at Schoenhofen’s 
Hall. The affair was a great success. 

- 1907———-—_ 

At the last meeting of the Manhattan Master Plumbers’ 
Association, T. A. Hill, retiring president, and Thomas 
Cochrane, Jr., who succeeds himself in the position of sec- 
retary, were each presented with a handsome diamond ring 
as a token of the association’s appreciation of their valuable 
services. 

om 1907——_—_——_- 

The H. B. Smith Co., of Westfield, Mass., will soon move 
its Pittsburgh office from the Lewis block to the Hartje 
building. 
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FIRST ANNUAL BOSSES NIGHT OF CLEVELAND 
CHAPTER N. A. P. H. S. A GREAT SUCCESS 

An enthusiastic attendance, beautiful decorations, tasty 
food and good entertainment combined to make the first 
annual Bosses’ Night of the Cleveland Chapter of the Na- 
tional Association of Plumbing and Heating Salesmen a 
grand attended the dinner 
meeting and were loud in their praises of the results of 
arrangements committee, which 
Durfee, Floyd Wager and C. F. 


success. Seventy-five guests 


the efforts of the was 
composed of A. Saas, C. C. 
Melcher. 

President Frank P. Murphy, of the 
comed the guests on behalf of the organization and out- 
lined the history of the chapter briefly. He then called on 
Secretary Walter Blauman, Treasurer Smith, 
Harry Bernhard and A. Saas to tell of the activities of the 
Buttons signify- 


association, wel- 


Charles 


association and of the way it functions. 
ing membership in the 
members of the Cleveland chapter. 

A. J. Maggi, president of the Pittsburgh chapter of the 
organization, was called upon and told of the work being 
He congratulated the local chapter on 


national association were given 


done in his city. 
the splendid progress made in the short period of its exist- 
ence, and prophesied greater accomplishments in the fu- 
ture. He urged member to support the national 
convention, which will be held early in the summer in 
Newark, N. J., and asked all who can to attend. To the 


employers he said: “The idea of this association is to make 


every 


your salesmen more valuable to you.” 

R. Payne Wettstein of 
tary of the Pittsburgh chapter, was appointed toastmaster, 
and filled that position very capably. He called on George 
Roberts of the Walworth-Ohio Co., who spoke briefly on 
Ray Stackhouse of the American Ra- 


“Domestic Engineering,” secre- 


advice to salesmen. 
diator Co., Theodore Steuber of the Kennedy Co., A. Ful- 


lerton of the George Worthington Co., K. P. Gordon of 
Pierce, Butler & Pierce Mfg. Corp., Peter Boylan of the 
W. M. Pattison Supply Co., Mr. Young of the Pittsburg 


Water Heater Co., Jack Seifert of the Deegan-Seifert Co., 
Charles Rivitz of Charles Rivitz & Co., and George Byrd of 
the Byrd Plumbers’ Supply Co., talks. 
All spoke of the problems of modern salesmen, and offered 


also made short 
several solutions and instructive suggestions. 

Fred Butler of the Never Split Seat Co. referred to the 
article entitled ‘“‘Compete or Create,”’ by A. W. Buschmann, 
which appeared in the January 1 issue of ‘“‘Domestic Engi- 
He said that 
for every salesman, as it 
Ferneding of 


neering.” article contained a good message 
is up to the salesman to create 
more business. J. B. the Conemaugh Iron 
Works said a few words in appreciation of the work of 
the organization, and Howard Welker of the Welker Sup- 
ply Co. also spoke. 

E. A. Eckhouse of the Central 


Joseph 


Brass Mfg. Co. 
Sands of the 


spoke on 
education for the salesmen. Sands 
Mfg. Co. gave a short talk on the importance of good rep- 
Hildrie of the Universal 
tele- 


was 


resentation by salesmen. L. A. 
Valve & Supply Co. and Jack Moore also spoke. A 
from W. J. Woolley of Wolff Mfg. 
read, expressing his regrets at not being able to attend. 
William Boales of the Hoffman Specialty Co., president of 
the National Association of Plumbing and Heating Sales- 


gram the Corp. 


men, also sent his regrets. 
entertainers and the 
was furnished the diners by 


In addition to the professional 


orchestra, much amusement 


Carl Melcher and Floyd Wager, who aired several hypo- 
thetical personal differences. 


A vote of thanks was extended the toastmaster, and the 


speakers and guests were given expressions of appreciation 
for their attendance by Charles Smith. 
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MAPHONE CLUB CHOSEN AS NEW ORGANIZATION 
NAME 


Members of the Maphone Club, representatives of man- 
ufacturers of plumbing and heating materials, met at the 
Boston City Club, Boston, Mass., on Saturday afternoon, 
January 29, selected a name for their organization and 
decided on meeting dates. Meetings will be held on the 
last Saturday of September, November, January, March 
and May, and on some day in July to be decided tpon 
each year. After the business meeting a dinner was 
served, during which Martin Brennan played several piano 
selections. 

The men attending the meeting were President ‘‘Ted’’ 
Henry of U. S. Sanitary Manufacturing Co., Secretary- 
Treasurer Harold W. Coombs of E. B. Badger & Sons Co., 
Thomas A. Rockett of Rollin C. Wilson Co., E. J. Coldwell 
of Richardson & Boynton Co., Martin Brennan of Bruns- 
wick-Balke-Collender Co. and Chicago Faucet Co., J. J. 
Milligan, Kennedy Valve Mfg. Co.; Robert McKeown, 
manufacturers’ agent; Reid Sanders of Honeywell Heat- 
ing Specialties Co., Sam Graeff of Standard Sanitary Man- 
ufacturing Co., Pal Graitge, also of Standard Sanitary 
Manufacturing Co., Parkman Collins of Warren Steam 
Pump Co., J. T. Holmes of A. M. Byers Co., James Carr of 
Union Metal Works, Inc., Walter Morris of the Sands Mfg. 
Co. of N. E., Wm. J. Butler of Bridgeport Brass Co., H. P. 
Chadbourne of Eljer Co., G. Bronson Philhower, manufac- 
turers’ agent; Jan T. Friis, Hudson Brass Works, Inc.; 
Geo. Carey of Pierce, Butler & Pierce Mfg. Corp.; James 
Lamont, M. §S. Little Manufacturing Co.; W. A. Johnson 


of W. A. Russell & Co., Thos. Cairnis and Walter Stylis of 
kK. B. Badger & Sons Co., Roland Parker of Jas. A. 
Hoeggre Manufacturing Co., and Hiram W. Forbes of 


Walworth Co. 
BALTIMORE WHOLESALERS ORGANIZE 
LEAGUE 





BOWLING 


Signs of a new social consciousness are seen in the re- 
cent organization of a bowling league by fourteen Balti- 
more dealers. Known as the Wholesale Plumbing Supply 
League, the teams got off to an excellent start January 
28, and will compete once a week until April 29. ‘This is 
the first time members of this branch of the trade have 
gotten together in Baltimore for purposes of recreation 
The league was organized as a 
result of the activities of M. I. Taylor, of the Standard 
Sanitary Manufacturing Co.’s Baltimore office. Mr. Taylor 
bowling enthusiast, and, judging by the amount of 
practice rolling done by various competitors for places on 
the teams, he has succeeded in communicating some of 
enthusiasm to others. Prizes amounting to 
will be distributed among winning 
individuals at the end of the tournament. 

The members of the league are as follows: Baltimore 
Plumbing Supply Co., Bridgman Co., Crane Co., H. E. 
Crook Co., Inc., Eastern Sanitary Supply Co., Krauss Sani- 
tary Co., Klotsch & Appel, Inc., McArdle & Walsh, Inc., 
J. T. Roberts & Brother, James Robertson Manufacturing 
Co., Southern Supply Co., Standard Sanitary Manufactur- 
ing Co.’s Baltimore Works, .Standard Sanitary Manufac- 
turing Co.’s Baltimore office, and G. Frank Young, Inc. 


and social intercourse. 
is a 


his own 


$227.50 


teams and 


NATIONAL WOMEN’S AUXILIARY TO MEET IN 
MINNEAPOLIS 
On June 21, 22, 23 and 24, the Women’s Auxiliary to 
the National Association of Master Plumbers will hold its 
ninth annual convention at the Radison Hotel, Minneapo- 
lis, according to announcement just issued by Mrs. E. D. 
Hornbrook, president of the organization, 
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Reputation 
(Continued from Page 25) 


Mr. Raymer firmly believes that the master plumber of 
tomorrow will be the one who is the best salesman—and in 
his case it looks as if ‘“‘tomorrow’’ has arrived. ‘‘That’s 
the end of the business to develop,”’ he said. His plan is 
to make a clear-cut division of work between himself and 
his partner, his partner taking over all detail of supervi- 
sion while Mr. Raymer will spend his whole time selling. 
“That will mean more business and more profits,’’ he re- 
marked. 

Of course, a good reputation rests on more than sales- 
manship—and even on more than quality work. These are 
large factors, it is true, but I have noticed that the man 
who has sold himself and can sell others on quality, knows 
also the value of good management in helping to maintain 
his reputation. And what he doesn’t know he is quick to 
learn. ; 


STRICT COLLECTIONS 

SOMETIMES think that the supreme test of a man’s 

ability in business is the way he goes after collections. 
I suppose we all dislike ‘‘dunning’’ people. When we’re 
selling a job of any kind, we have our enthusiasm to 
carry us over the point where we have to exert pressure. 
We know that the service we’re offering is important and 
well worth the price it will bring. But when it comes to 
collecting, often we’re inclined to be a bit apologetic. No 
sense in it, of course; but you know how you have to kick 
yourself along to ask for the return of a loan to a friend. 
And something of the same feeling seems to go with col- 
lecting accounts, especially when your contact with your 
customers is friendly. 

Mr. Raymer gives his banker credit for teaching him a 
lesson in collection matters. _ He dropped into the bank 
one day to arrange for a loan. He brought along his 
statement, of course. The bank president looked it over 
and remarked that, while his statement showed that he 
was entitled to the loan, he ought to go out after some of 
the overdue accounts, and then in a day or two come into 
the bank again. Mr. Raymer hopped into his car, did a 
little intensive collection work, and in a day or two 
dropped back and offered to lend the banker a thousand 
dollars. 

Statements are sent out promptly. When a contract is 
made, the terms are very definitely settled, and then Mr. 
Raymer insists upon payments in accordance with those 
terms. On repair work the men are instructed to get the 
money whenever possible. If an account drags along, Mr. 
Raymer makes a personal call and uses his persuasive sales 
ability to pry loose the amount due. That he’s successful 
is indicated by the fact that they never carry more than 
$300 or $400 on their books. So much for an aggressive 
collection policy to keep the profit on the sale where it 
belongs. 

Another direction in which it is always interesting to 
observe a man’s ability in management is with reference 
to his handling of men. In the final analysis, reputation 
for work done must rest upon the type of man doing the 
work. And the management decides always what type of 
man it will employ and what standards of workmanship 
must be lived up to. 

Mr. Raymer feels that his men are the best mechanics 
in the country. He will employ none but the best, and 
he wants the kind of a man upon whose shoulders some 
responsibility may be placed. Any one of his men is ¢ca- 
pable of superintending a job so that responsibility can 
be rotated and each one has his chance of taking charge. 
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AMERICAN SANITARY MFG. CO., aie Illinois 


DDEMING “Oil-Rite” (Automatically 
Oiled Right) Water Systems are 
built to meet all requirements. A 


typical deep well pumping outfit is 
illustrated at the left. Simplicity of 
construction, unusual accessibility, 
and durability are outstanding fea- 
tures of Deming Automatically Oiled 
Pumpsand WaterSystems. Forcom- 
plete information send for CatalogG. 
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WINNING LOYALTY 
HEN WORK is scarce, instead of laying off his men 
W —he carries six the year around—he has them go 
down into the basement where they can wipe joints, make 
lead roof flashings, and so keep busy. ‘Nothing keeps 
men so satisfied,’’ said Mr. Raymer, ‘‘as the assurance of 
steady work even during dull times.’’ Quite often during 
a slow period the men are given their week’s pay on Fri- 
day night and told to “go fishing’ or work around their 
homes on Saturday. 
No doubt these are the policies which begin to pay in 
a “tight place.’””’ Mr. Raymer, who superintends the me- 
chanical end of the business, was sick for several weeks. 
During that time Mr. Goeddel continued with his own divi- 
sion of the work and never felt it necessary to visit jobs 
and so “keep an eye’ on the men. The jobs were com- 
pleted in schedule time. On one job the men stayed with 
it until it was finished, although it meant extra time. And 
the time didn’t show up on the daily reports. Knowing 
that the firm is proud of their work and efficiency, the 
men have a reputation they want to sustain, just as the 
firm wants to sustain its reputation for quality work. 
All of these things are important, of course, as they 
make an impression on the public with which the firm 
deals. Mr. Raymer discounts all bills. In order to do so 
his collections must be kept up. What the customer comes 
into contact with is a business which insists upon having 
agreements carried out. And whether they like to pay up 
promptly or not, the customers have a great respect for 
business-like dealings. The customers of the firm may 
not know anything about how the men are handled. But 
the important thing is that those customers do know that 
the work which is done is done properly and efficiently. 
And even the builder, who ought to have known his busi- 
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ness well enough to realize that he could hope to stay in 
business only on a quality basis, must look up to the man 
who taught him that lesson. 

That’s what we mean when we repeat that old saw, 
“Go get a reputation.’””’ The public isn’t particularly in- 
terested in how you go about learning your trade or busi- 
But once it is convinced that you have a reputation, 
it will come to you. As Mr. Raymer pointed out, Fresno 
is the raisin center of the world. For several years raisins 
didn’t do so well. Consequently things looked glum. But 
the firm made money during that time because of its repu- 
tation. ‘‘When people spend money in dull times,” Mr. 
Raymer said, ‘‘they spend it for quality, and the man who 
has a reputation for quality work gets the business.”’ 


ness. 


Plans are being prepared by Lang & Witchell, architects 
in the American Exchange Bank building, Dallas, Texas, 
for the Lone Star Gas Co., of that city, to add six stories 
to the present four-story office building. Construction 
will be started as soon as possible, the project to cost ap- 
proximately $160,000. 

Plans are being considered by C. C. Bell, Jr., of the Bell 
Construction Co. of Houston, Texas, for erecting a three- 
story brick veneer apartment building for business and 
professional women. In addition to 34 efficiency apart- 
ments, it is planned to provide a coffee shop, beauty par- 
lor, etc. Cost of construction is estimated at $260,000. 

Bids will soon be received by the board of education, 
Minneapolis, Minn., on a 2-story grade school to be built 
at Forty-third avenue S. and Thirty-eighth street at a 
cost of $200,000. Plans have been made by the board of 
education’s architectural department. George F. Wom- 

.rath, 305 City Hall, is business superintendent of the 
board of education. 
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Can You Remember 
"Way Back When... 


MERCHANT bought space in “‘the paper’’ because 

his friend Bill Smith was the publisher, and Bill said 
his paper was read by ‘‘nine out of every ten families in 
town’’? Purely a friendly transaction with no thought of 
whether Bill’s statement was open to question or his judg- 
ment in error. j 


Today the merchant wants to know what returns the pub- 
lication will give as an advertising medium. Competition 
has forced him to buy space as he buys potatoes or sugar 
not because the seller is a friend of his, but because he 
knows he will get the full quantity that is paid for, and 
that the expenditure will bring profitable results. 


In other words, selecting mediums for advertising has passed 
from a haphazard procedure to an accurate scientific process. 
This has been brought about through A. B. C. reports. 


The Audit Bureau of Circulations was organized eleven 
years ago to provide verified circulation data for the use of 
advertisers. It now has a large force of auditors who cover 
the United States and Canada once a year auditing the 
circulation reports of over 1400 publisher members. 


A. B. C. reports containing full data on all circulation 
questions furnish the only means by which the advertiser 
can be positive that his advertising is reaching the pro- 
spective buyers he desires. 


DOMESTIC ENGINEERING is a 
member of the A. B. C. The latest 
report will be furnished on request. 




























































DOMESTIC ENGINEERING February 12, 1927 


Think of It! 


$9000... 


A Special Offer 


How many times has one of your customers postponed 
the purchase of an Automatic Water Heater by saying— 


“If I buy now, I lose what I paid for my tank and heater.” 
“T’ll get an automatic when the tank bursts.” 


“The automatic is my preference, but—’”’ 


There is no reason now for a customer to procrastinate 


This “Pittsburg” Plan Opens a New Field 


—The Replacement of Tanks and Heaters 


With Reliable 


Pittsburg 


Automatic Gas Water Heaters 
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Old Hot Water Tank! 


Without Precedent 


TELL YOUR CUSTOMERS ABOUT THIS NEW DEPARTURE. 
NO OFFER LIKE THIS HAS EVER BEEN MADE BEFORE. 


HERE’S THE STORY— 


$20.00 Allowance for Old Tank and Heater. 
No Payment Whatever Until 30 Days After Installation. 
Liberal Allowance for Old Automatic Heaters. 


Time Payments if Your Customer Prefers. 


We Carry the Account. You Have No Bother. 
Your Commission and Installation Charge Paid Promptly. 


Offer Closes March 15th 
PUSH “PITTSBURGS” TO PROCURE PROFITS 


Pittéburg 


woAUTOMATIC GAS WATER HEATERSow 


PITTSBURG WATER HEATER COMPANY -PITTSBURG, PA. 
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Minnesota Discusses Trade 
Extension , 


(Continued from Page 30) 


He said the National Association of Master Plumbers is 
not a business organization, and pointed out that the 700 
delegates at the Louisville meeting had authorized the in- 
coming board of directors, on the strength of an Illinois 
resolution, to appoint a man to work on the wholesaler’s 
resolution. The board of directors at its St. Louis meet- 
ing, he said, decided not to employ such a man, practically 
deciding that the members of the association did not 
know what they were voting on. 
director who supported the Louisville suggestion. He 
said that he intended to find out at the Minneapolis con- 
vention just why the Louisville suggestion was not car- 
ried out and felt that it was time to change the board 
of directors when they were able to set aside the vote of 
the 700 delegates. He said he would not be a member of 
the board again, and that the only reason he was serving 
this year was because others recognize his success in di- 
recting the Louisville exhibition last year. 

He referred to the charge which he said some people 
made that he was a radical, but that he was willing to put 
his business record up against any of his accusers. He 
started in business with $100 and could retire today, a 
record which he felt that some of the “mossbacks’’ who 
opposed him could hardly duplicate. 

Mr. Lang pointed out that the national board of di- 
rectors had reaffirmed the national association policy of 
selling only what is installed. Illinois, he said, was not 
with the national board in favoring this policy. He be- 
lieves Wisconsin is not and Minnesota as well. He said 
the question would be brought up at the Minneapolis con- 


Mr. Lang was the only. 
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vention as to whether business could be carried on as it 
was forty-two years ago. He said he was not preaching 
disloyalty to the National association, but the time is com- 
ing for a central office. The eastern plumbers, he felt, 
had different problems, while the men in the middle west 
do not come in contact with the eastern manufacturers. 
He pointed out that when he was president of Illinois, 
an interstate league of plumbers’ associations was suc- 
cessful. He believes that if the east maintains its forty- 
two year old policy, the plumbers in the middle states 
must start a central states association which could work 
to better advantage in helping the industry. 

He felt that every master plumber should contribute $5 
to the Trade Extension Bureau’s plan, and that this would 
be a cheap investment. Personally he said he was willing 
to give $100, or more if necessary, up to $500. He ex- 
pressed his belief in collective advertising such as Mil- 
waukee is doing. 

Referring again to the wholesalers’ resolution, he said 
that the national board of directors got around the ques- 
tion of hiring some one to work for this resolution by 
appointing a committee comprising Mr. Hornbrook, A. 
C. Eynon of Canton, Ohio, and Frank B. Lasette of 
New York, to serve without pay and that this fact shows 
the board’s minds run in the same channel. He said he 
had a different idea about the real reason, but would not 
disclose this. 

Mr. Hornbrook in his remarks referred to a number of 
heating plants which were installed in his city, where 
the use of radiator heat was considered solely as a selling 
argument without any effort being made to insure that 
qualified heating plants were installed. He felt that this 
was a clear example for the need of greater care in guar- 
anteeing heating installations. 

Discussing the work of the trade relations committee, 
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Sectional View of 
No. 20 Line O-B Flexitite 
Gate Valve 
(Patented) 











It Shuts Off Tight 


—a world of difference 


HETHER a gate valve shuts off tight or doesn’t 

may mean much to both yourself and your cus- 
tomer. To your customer it may mean serious incon- 
venience or actual property loss or damage. To you it 
may result in high installation costs, an expensive re- 
placement, a lost customer. 





None of these possible conse- manently closecontact between 





O-B No. 20 Line Flexitite 


quences worry the plumber 
who uses O-B Never Leak Gate 
Valves. The reason is in the 
patented -Flexitite Disc—the 
greatest improvement ever 
brought forth in gate valve de- 
sign and construction. 

The slight flexibility of the 
Flexitite Disc insures a per- 


the disc and the valve seats. 
It actually insures a gate valve 
that never leaks—shuts off tight 
on steam, water, air, gasoline, 
gas, oil and vacuum systems. 


Ask your Wholesaler to show 
you a Flexitite Gate Valve. Or 
write us direct for complete 
particulars. Address 


Ohio Brass Company 
Mansfield, Ohio 


297V 














MATERIALS ad 
VALVES ] 


C) {f PORCELAIN. } 
INSULATORS 
LINE MATERIALS 
RAIL BONDS 
@ | CAR EQUIPMENT 
© ‘ MINING 





Mention Domestic ENGINEERING when writing advertisers. 








72 DOMESTIC ENGINEERING 











February 12, 1927 



























































































GUIDE RODFOR | 
| CROSS HEAD | CROSS HEAD 
| 
|LID FOR GEARCASE | 
CLAMP FOR PIN FOR 
CRANK ARM AND 
BEES ROD CROSS HEAD 
| PULLEY-LOOSE | 
ISTON ROD | 
[P PULLEY-TIGHT | 
CRANK ARM 
OR LINK 

















ie the 
To e H) 
MYERS 


DUMPS — WATER SYSTEMS — HAY TOOLS — DOOR HANGERS 











[PINION 












| PINION AND 
PULLEY SHAFT 


BEARING FOR, 
PINION SHAFT 





































GLAND FOR 
STUFFING BOX |" 














CAPWITH _| 
STUFFING BOX 





SELF -OILING eas 
BULLDOZER WORKING HEAD 


| meF.E. MYERS & BROS 
PROJECTION | ne eg N 
FOR PIPE 











a 








ELF-OILING BULLDOZER DEEP WELL 
POWER PUMP or WORKING HEAD 


Now that the demand for power pumps has so definitely 
swung to self-oiling or self-lubricating types, Myers Self-Oiling 
Bulldozer Power Pumps for either shallow or deep service 
occupy a more important position than ever before. 


Originated, patented, developed, produced and distributed 
by MYERS, those who sell them have a feeling of security as 
well as of pride in the knowledge that they are supplying their 
customers with the very latest of proven and protected self- 
oiling power pumps with an established reputation for quality 


and dependability. 


When you sell the MYERS you are selling something more 
than just power pumps. Catalog, information and prices to 
live dealers. 
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ASHLANDB, OHIO. 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose. 
WATER SYSTEMS-HAYand GRAIN UNLOADING TOOLS - BARN. FACTORY and 
GARAGE DOOR HANGERS- STORE LADDERS. Etc. 





Mention Domestic ENGINEERING when writing advertisers. 





| CLOSED — 
GEAR 
PIN FOR 


CRANK ARM 
AND GEARS 

















BEARING FOR 
GEAR SHAFT 








| GEAR CASE | 


















































February 12, 1927 


he said that it had full power to work for the advancement 
of the industry. He said that no organization exists today 
like the National Association of Master Plumbers, which 
was founded and has been carried on by men serving with- 
out pay. In its entire record, there has been no financial 
scandal. He told how in one instance he gave $5,000 
personally to carry on the work of the association, when 
funds were low, a sum which later was returned to him. 
He did not believe that any other group of men were bet- 
ter thought of than those belonging to the National Asso- 
ciation of Master Plumbers. He felt that the industry 
was harmed most by people who did not know the value 
of the national association. 


FAVORS PERMANENT NATIONAL OFFICE 

HE Minnesota convention went on record in favor 
T of a permanent central office for the national asso- 
ciation. Charles Wilkins introduced a motion favoring a 
permanent headquarters and a permanent man to direct 
the affairs of the national association. In his remarks he 
suggested that, the office should be located in the middle 
west and that the eastern and western districts should 
take care of themselves if it were not possible for them 
to agree with the national association. 

Mr. Peterson said he had heard the subject discussed 
at two national conventions, the question bringing on acri- 
monious debates each time. He thought the national 
association should not move each year, having a new 
president and a new secretary each time and he said that 
other progressive organizations al] have a permanent head- 
quarters. Only the outstanding ability of the men at the 
head of the national association have made possible its 
advance. He thought the office should not be in New 
York or San Francisco and not necessarily in Chicago. 

President Porter pointed out that the opposition on 
this question has been so widespread that he felt to force 
the issue might disrupt the national organization. He 
believes that some of the methods followed by the na- 
tional association are not thoroughly up to date. He 
felt that if it were necessary to have a permanent office, 
a proper beginning would be through a central states’ 
association, including possibly Indiana, Michigan, Illinois, 
Wisconsin, Iowa and Minnesota. He said that the ques- 
tion would come up at the national convention, as it was 
too important to overlook. However, he felt it was vital 
to have the present large membership of the national asso- 
ciation back of the trade relations committee work, where- 
as if the organization was disrupted and its membership 
decreased, this committee would have less importance. 
He hesitated to see the permanent office plan approved 
if it would jeopardize the national organization, but was 
in favor of it if it would be done without handicapping the 
national. He said he had served on the national board 
and some of its members would never surrender on this 
issue and he did not believe it was possible to force it on 
them. 

Questions were raised about the financing of the na- 
tional office and about the reasons for it being opposed. 
A large majority of the delegates voted in favor of Minne- 
sota recommending a permanent office and a permanent 
man to head its affairs. 

The resolutions which were introduced by Chairman 
Hughes of that committee were all adopted. One calls 
for a registration,fee of $2 for every member attending 
the state convention. Another favors the national asso- 
ciation establishing a registration fee of $10 for each 
member attending the national convention. The delegates 
voted in favor of giving the national board of directors 
discretionary power to change the city selected for the 
national convention. They endorsed the heat by radiator 
campaign, and urged all the men in the business to make 
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Donnelly Pressure Relief Valves are 

equipped with ‘an external spring 


which is positive assurance of pro- 
tection. 
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The valve can be adjusted in thirty 
seconds by any mechanic. Operates 
at any required pressure from a 
pound up, as may be found necessary. 


Designed for use on tanks in base- 
ments, range boilers, storage heaters, 
and closed plumbing sys- 
tems. Operates auto- 
matically when pressure 
becomes too great. 


Minuit 


We also make a com- 
plete line of TEMPER- 
ATURE - VACUUM 
and PRESSURE valves, 
either single or in com- 
bination. 


For sale by all 
good jobbers. 


Donnelly Manufacturing Company 


29 Mills St. Malden, Mass 
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of Uniondom— 


The Ace—An all brass octagon shaped 


union. 


The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 
with inserted brass seat. 
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Guaranteed Trimmings 


SNO-WITE Bathroom Trimmings 
are positively guaranteed not to 
chip, discolor, rust or deteriorate for 


a period of ten years. 
SNO-WITE Bathroom Trimmings 


are handsome in appearance and 
ornamental to the finest bathroom. 
The finish of white porcelain on cast 
iron is of such an enduring quality 
that it is practically everlasting. 

SNO-WITE products are sure to 
please your customers, and they net 
you a good profit. 
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The activities of the 


tion were supported. Thanks were expressed to the many 
visitors to the convention and to the trade press for their 
contributions to work of the convention. The resolutions 
committee also called attention to the excellent condition 
of the secretary’s records and the efficient work which has 
been done by Mr. Mohrmann, and in appreciation the 
delegates gave Mr. Mohrmann a rising vote of thanks. A 
resolution similar to that adopted in Illinois, favoring the 
marking of goods in wholesalers’ and retailers’ showrooms 
was referred to the incoming board of directors for de- 
cision. Endorsement was given to the efforts of the Gen- 
eral Federation of Women’s Clubs to improve home mak- 
ing. 

L. H. Johnson, chairman of the committee on the cam- 
paign to promote ‘‘Heat by Radiator’? made a report on 
the work of his committee. They had found a lack of 
sales effort was being put into promoting the use of 
radiator heat and that a real need existed for such addi- 
tional effort. 

At the annual banquet, addresses were made by Lieut. 
Gov. W. I. Nolan of Minnesota; Charles Wilkins, chair- 
man of the committee on arrangements for the national 
convention; National Director Lang, Mr. Reeke, Mr. Horn- 
brook, and P. R. Mork. George Gerlach of the Union 
Brass Metal Co., Minneapolis, was in charge of the enter- 
tainment at the banquet, which was thoroughly enjoyed. 

The address of welcome was given by A. Wiik, newly 
elected president of the Minneapolis association. Mayor 
George E. Leach made an impressive talk, expressing his 
belief in organizations and his opinion that business can 
not be run unless the men in it know and like each 
other. 

Vice President Axel Peterson, responding to the ad- 
dress of welcome, pointed out that two years ago the 
question of a state code had been discussed and a com- 
mittee instructed to prepare and introduce such a code. 
A great deal of work has been done and the committee 
now has ready a code, patterned after the Wisconsin law, 
which Mr. Peterson felt is a success. He told also of the 
efforts to correct the mechanic’s lien law which were 
initiated by the Minnesota association a few years ago 
and which now promise a degree of success. In his judg- 
ment, the Minnesota lien law is the strictest and most un- 
reasonable of all of the state laws. 

Mr. Mohrmann, secretary of the Minnesota Association, 
in his report recommended the establishment of a mem- 
bership committee. He estimated that there were about 
800 master plumbers in Minnesota, of whom 230 are 
members of the state association. The number of regis- 
tered delegates at the meeting was 123. 

President Porter relied upon the following committee 
for assistance in directing the activities of the convention: 
Rules, Adolph Shetka of St. Paul, Sy Gibson of Minne- 
apolis and J. F. Cherne of Virginia; credentials, Oscar 
Bergerson and A. Lacher of Minneapolis and H. W. Ben- 
sen of St. Cloud; reception, Fred A. Beier and Emil T. 
Kolar of St. Paul, Harvey Strader of Minneapolis, Albert 
Oman of Pine City and William Mickelsen of Monte- 
video; auditing, L. H. Johnson and William W. Hughes, 
both of Minneapolis, and Adolph Shetka of St. Paul; nomi- 
nation, Louis H. Peter, chairman, of St. Paul, Al. Johnson 
of Eveleth, W. S. Bayley, Jr., and Charles Wilkins, both 
of Minneapolis; resolutions, William W. Hughes of Minne- 
apolis, Ben Benson of Willmar and Henry Hanson of 
Virginia; memorial, Louis H. Peter of St. Paul, L. H. 
Johnson of Minneapolis and Alonzo A. Budd of Austin; 
press, E. A. Mohrmann of St. Paul and Oscar Bergerson of 
Minneapolis, 
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ECAUSE, as pioneers in the 

water system field, we deter- 
mined at the outset to build the 
finest pumps to be had, the DAY- 
TON Line of private water systems 
has won an enviable, worldwide 
reputation for sturdiness and un- 
interrupted service. 


Support this splendid reputation 
with a sales policy of thorough co- 
operation—unique and forceful sales 
helps—sensible discounts—and a 
willingness to lend every possible 
assistance. Go a step further and 
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back it up with a comprehensive 
national advertising campaign of 
close to 50,000,000 messages during 
the best selling seasons. Then you 
will understand why DAYTON 
dealers, old and new, are going to 
make money during 1927. 


Progressive plumbing dealers and 
contractors who are determined to 
operate at a profit this year will 
waste no time in investigating the 
DAYTON dealer plan. A let- 
ter or telegram will get prompt 
action. 


THE DAYTON PUMP & MFG. CO., Dayton, Ohio, U.S. A. 
OF PRIVATE 


WATER SYSTEMS 





cts 
THE Cop 
THREE y; Rs & 
> 


75 


Were telling the World 


" 


















Write today: 


Mail tke coupon below 
for complete details of 
our dealer plan—or | 
wire for quicker action. 




















Please send immediately complete infor- 
mation concerning your dealer proposition 


—prices and a full 
DAYTON Line. 
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When you hear that familiar tune, 


‘‘Here is something just as good for 
less money, watch your step or 
you may pay dearly for the privilege 
of listening. 


It is a pretty well proven fact that 
before an article can be sold cheaper 
it must first be cheapened. 
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Midland All Lead, One Piece Roof 
F lashings are sold at the lowest price 
consistent with high quality. That 
is one point on which we stand pat. 
We will not make a shoddy flashing 
to sell a few cents less. 


Why bet your reputation for first 
class work against ten or twenty 
cents? Use Midlands. 


Your Jobber Has Them 


MIDLAND METAL MFG. CO. 


KANSAS CITY, MO., and *NEWARK, N. J. 


*Newark plant manufactures roof flashings only. 


BEWARE OF IMITATIONS 


peareeming FOR THE YELLOW 
gil LABEL AND MIDLAND NAME |e 
il ON EVERY FLASHING. 
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ALL LEAD—ONE PIECE 


The equipment for producing MIDLAND flashings has been fully protected by U. S. Letters Patent 
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New Facts on Ventilation 


(Continued from Page 23) 


conditioning the school room air to the nearest possible 
approach to the delightful atmosphere in those favored 
places. It must be noted that the air chart is capable of 
defining exactly every desired quality of such good air. 
It is, therefore, not an artificial but a natural standard 
that is being accepted for our guidance. 

The writer is answering this challenge not by profuse 
verbiage but by calling attention to the modern construc- 
tion of heating and ventilating plants and to schools filled 
with pupils that have been the subject of years of study. 
Both grade and high schools have been built recently in 
St. Louis with this strict purpose in view. 


TEMPERATURE, HUMIDITY AND AIR MOTION 
CONTROL 

HESE three elements of ventilation must be com- 
T bined in one process. The heat must be incorporated 
in the air before it is available. The thermometer’s indi- 
cation of temperature is not that of the pupil. Both the 
humidity and air motion alter the heat sensation, and, in 
practice, any change in one of the three must cause a cor- 
recting change in one or both of the other two. If the 
humidity rises, the temperature must drop or the air 
motion must be reduced. At this time no co-ordinating 
control is available, so the engineer uses constant setting 
for each. 

The serious problem has always been to secure skilled 
operators to supervise mechanical ventilation. In fact, 
where radiators are installed in class rooms, no means 
have been discovered: by which the fan system could be 
kept in motion. The split system or dual system has been 


P 


meet actual conditions. 


the work. 


Also furnished with ratchet nut. 





MANUFACTURERS OF 
PLUMBERS’ SPECIALTIES 
BALTIMORE. Mp.US.A. 


Pacific Coast Agents: 
WM. P. HORN CO. 
509 Wilcox Bldg. 

Los Angeles, Calif. 


Rialto Bldg. 
San Francisco, Calif, 
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CLIMAX Soil Pipe Plugs are built in 
accordance with a practical ideal 
They are guar- 
anteed to make a perfectly tight joint 
regardless of how rough or irregular the 
pipe or fitting may be—a feature appre- 
ciated by the plumber who actually does 


Made with convenient size wing nuts. 


THE C. M. Ker? mre. Co. 


L. C. Smith Bldg. 
Seattle, Wash, 
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the direct cause of most of the criticism ‘of blast fan 


ventilation. 


A New System of Ventilation 
HE writer set out to design a new type of ventilation 
that should be so direet, simple and easy to operate 
that the service could be maintained at perfect control at 
all time. A brief outline of the salient features of this 
system is herewith given. 

This school will house 2,000 pupils in day sessions with 
an ample auditorium; a high pressure, steam-electric plant 
is installed, as the cost of electric current from the public 
service company would cost more than the total fuel for 
all purposes. The air is heated by cast iron coils set facing 
the distribution tunnel which follows under the corridor 
system. Two fans are used, either of which would serve 
in case of accident to the other. A new control desk has 
been devised to centralize all control at a point so that the 
engineer may have a hand on the pulse of the school at 
all times. 

Long distance thermometers are used to record tem- 
peratures and humidity in various parts of the building. 
Delicate air gauges are used to indicate the air flow in 
the main ducts. All steam valves in service are either in 
the engine room at a convenient position without ladders 
or are closed by remote air control. Exhaust fans in the 
attic for toilet rooms are started by remote electric con- 
trol. The great lunch room for this school is ventilated 
by an exhaust fan, which discharges under the stoker so 
that the heat and odors of that air are consumed in the 
power furnaces. The standard air washers are used, with 
a special row of scrubber nozzles housed in at the top to 
keep down humidity. Spray nozzles are sometimes used 
on humidostats. 


(Continued on next Page) 
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Easy to Adjust 


It’s easy to adjust 
Moore Radiator hang-. 
ers. Radiator can be 
moved either vertically 
or horizontally after in- 
stallation. 













Sold complete — no 
bolts or extra parts to 


buy. Order some for 
your next job. 


Your jobber can supply you. 


CARTY & MOORE 











ENGINEERING CO., 
(INCORPORATED) Dcuble Bottom 
611 West Larned Street Hung Wall 
Detroit, Michigan 
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Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or “R” 
and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. 


Mame SEre UU daa! 


Illustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe. 


Simply drop pipe 
into sleeved hub, 
screw into top fit- 
ting, calk—and the 
job is done. 


DO rt Te ee eT el roel 


nufacturers of a complete line of fittings for 
— CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 
Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 


1100 W. 38th St. :: Chicago, Ill. 


Warehouses: Chicago, Ill.,Gadsden, Ala. 
Factories: Gadsden, Ala 
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| ROOM TEMPERATURE CONTROL 
HE AIR from the concrete tunnel reaches the rooms 
2 through galvanized iron ducts set in the hollow cor- 
ridor wall back of the pupil lockers. Diffusers are set in 
the wall at 9 to 10 feet high in such manner that the air 
travels across the upper portion of the room to the oppo- 
site wall and turns down and flows back at desk level to 
the vent at floor line on the same side. The vent outlet 
is not larger than the heat inlet, as it is desired to main- 
tain a pressure in every room. The opening of a window 
does not affect the air in any other room. With this 
diffuser, a draft at desk positions is impossible regardless 
of the velocity at the diffuser. 

The temperature of the air entering the main tunnel is 
controlled by two thermostats placed in the exposed cor- 
ner rooms. One opens the by-pass damper under the heat- 
ing coils and the other shuts off one stack of vent coils. 
The other coils are controlled by remote air from the con- 
trol desk in the engine room. 

This arrangement delivers air to these corner rooms 
to hold them at 68 degrees. This temperature will always 
be too warm for the other rooms by the difference of ex- 
posure. Thermostatic diffusers are installed in each room 
that restricts the flow to that necessary to maintain 68 
degrees. This produces some variation, but it proves to 
be a desirable feature. After nearly two years in use at 
the Roosevelt school, it is evidently more satisfactory 
than any previous system having a constant air flow. 

The reader must be the judge after studying the grafs 
given herewith whether improved ventilation is justified 
in our schools. 


The Effect of Ventilation on Attendance 
Note in the first figure that the average attendance in- 
creases with each group of schools as the system of venti- 
lation is improved. The attendance department is equally 
vigilant in every school. The schools of each group are 
seattered throughout the city. Data was taken from the 
superintendent’s quarterly report. 


Death Rates of 12 Cities 

Natural environment does affect the health of the com- 
munity. Note the graf of death rates per 1,000 popula- 
tion in these cities. Cincinnati is highest with 16 per 
1,000; Cleveland lowest with 10; St. Louis has 13.8 deaths 
per 1,000. Her coal supply is the worst, her smoke pall 
the worst. Her railroad terminals are in the heart of the 
city; no water front, tremendous manufacturing plants 
throughout the city, 

Turn now to the graf on deaths in these same cities 
from diseases affected by ventilation, namely, tuberculosis 
of all forms and influenza. The St. Louis death rate from 
these causes are lowest of all cities! These grafs were 
constructed from Dr. Max C. Starkloff’s report for 1925. 

If the climate of the open western states sends down 
the death rate from these diseases, what is the conclusion 
as to the effect of the improved ventilation of the 80,000 
now in such schoois of St. Louis? 


The Cost of Such Ventilation 

No consideration of cost was taken in working up a 
superior kind of ventilation. This idealism held steady to 
attain the nearest to perfection. Then the process of 
simplification was undertaken. The selection of most 
suitable apparatus was determined by selecting the best 
in the market and building for permanence, building large 
enough for all emergencies, but not wastefully large. 

Providing all conveniences for operation that could save 
labor and safeguard control, the use of all instruments to 











give a daily check on economy of fuel and other supplies, 
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Give “The Story of the Bath” 
— to Kiwanis, L10ons, ‘Rotary (lubs 


ISTRIBUTE this interesting book- 
let— which has done so much to 
place the master plumber in a new 

light in the public eye—at meetings of 
the service cfubs. They are on the look- 
out for material of this kind, inasmuch 
as their interest is in building up all 
branches of industry in the community. 
Spread the gospel of greater health 
through more frequent bathing among 
the men who are leaders in your 
community. They’ll broadcast it. 


Write for a free copy of “The Story of the Bath” 


DOMESTIC ENGINEERING 


1900 Prairie Avenue « 7 Chicago, Illinois 
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detailed information. 


Michigan Smelting and 
Refining Co. now oper- 
ating Acme Brass and 
Capitol Brass Works 


Divisions 





PLUMBERS’ BRASS GOODS 


LAVATORY 
UCETS 


WHOLESALERS: 
Write for catalog 
showing complete 
Acme Detroitline. 
Your customers 
will like Acme 
products. 





Heavy Pattern 





The above illustration shows the 
Heavy Pattern, No. 401, Acme 
Detroit Lavatory Faucet. This is 
also available in Junior Pattern, 


There is an Acme Detroit Faucet 
for every need. Made of best 
quality red metal, with full unob- 
structed waterway, Briggs stand- 


ard pipe threads, and heavily nickel 
plated, Acme faucets will meet the 
demands of both you and your 


Every faucet is inspected thor- 
oughly before it leaves our plant 
and tested to 300 pounds hydraulic 


Write us or ask your jobber for more 
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in fact a complete engineering laboratory in daily practice 
was planned. 

The Roosevelt school is thus equipped and has a ¢ca- 
pacity for 3,000 pupils. The amount of the heating and 
ventilation contract was $124,000, not including boilers; 
half boiler cost should be charged to power plant. This 
adds $14,000 for boilers, or a total of $138,000. The 
building cost $1,460,000, or heating and ventilation about 


| 9 per cent. The heating plants ten years ago were cost- 


ing 18 per cent and more. 

The Woodward grade school of 1,300 pupils cost $38,- 
000 for heating and ventilation in 1922. Schools of the 
same size as the Hamilton and Cupples, built in 1917, 
cost $55,000 to $63,000. 

It will be seen that both grade and high school plants 
have produced the highest possible quality of ventilation 
at about half the cost of plant of similar buildings of 
ten years ago. The pay of mechanics ten years ago was 
seventy-five cents per hour, whereas all recent plants 
have been put in with a dollar and a half an hour pay. 


COST OF FUEL 
ia BEST method of comparison of fuel cost in 
schools is upon pupil places or capacity. Note the 
startling contrast of cost of fuel for various groups of 
schools having the different systems of heating. 

The average pupil cost for plain direct radiation is 73 
cents per year and a small increase in cost of these old 
schools for fans and air washers. It is noted that the an- 
nual cost to provide washed air to a pupil for a year is 8 
cents. Is there anyone to say it is not worth it? But 
compare this with our new system of ventilation in which 
humidity control, air washer and ozone are all provided, 
with annual cost of 37 cents per pupil, and this is close 
to a general average for all new schools. 

This is the answer to the much heralded statement that 
window ventilation is saving money for school boards. No 
one has openly advocated heat from direct radiation with- 
out open windows, but in practice the windows are always 
closed in cold weather to an opening too small to be of 
value in ventilation. Teachers and children always ac- 
cept the lesser of two evils, and a warm room without 
ventilation is more comfortable than a cold room with 
ventilation. In either case the children pay the penalty 
in loss of health and absence from school as shown in the 
St. Louis records, 

If the engineer has not the vision to see and recom- 
mend ‘in matters in which he must be accepted as author- 
ity, sorrow must be the outcome, and failure must be 
written across his whole horizon. 





RICHMOND BOROUGH M. P. A. TO HOLD ANNUAL 
DINNER DANCE 

The second annual dinner and dance of the Richmond 
Borough Master Plumbers’ Association, division of the 
Association of Master Plumbers of New York City, will 
be held at the Elks Club, Oakwood Arms, Oakwood, Staten 
island, Saturday evening, February 19, it is announced. 
George W. Foote, secretary, 814 Forest avenue, West New 
Brighton, is handling the arrangements. 





The Commission of Administration and Finance, State 
Capitol, St. Paul, Minn., contemplates the following im- 
provements to the normal schools in the state: Physical 
education building at St. Cloud to cost $200,000; addi- 
tions to dormitories at Winona and Mankato to cost 
$65,000; physical education building at Moorhead to cost 
$160,000; addition to main building at Bemidji to include 
auditorium and_ physical education facilities to cost 
$120,000, 
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Convention Dates 


February 15, 16, 17 and 18, 1927.—Second Midwest Power 
Conference and Exposition at the Coliseum, Chicago, IIl. 

February 16 and 17, 1927.—Conference of members of the 
plumbing industry at the Massachusetts Institute of Technol- 
ogy, in Boston, Mass. 

February 23 and 24, 1927.—The winter meeting of the Cen- 
tral Supply Association, at the Palmer House, Cnuicago. 

February 28 and March’ 1 to 12, inelusive.—Third Annual 
Conference to Train Plumbing Instructors, at the University 
of Pittsburgh, Pittsburgh, Pa. : 

March 8 and 9, 1927.—Annual convention of the Maine State 
Association of Master Plumbers, at the Hotel Falmouth, Port- 
land. 

March 8 and 9, 1927.—The annual convention of the North 
Dakota State Association of Master Plumbers, at Grand Forks, 
with headquarters at Frederick Hotel. 

March 14, 15 and 16, 1927.—The annual convention of the 
Indiana Society of Sanitary Engineers, at Indianapolis. 

March 14-19, 1927.—The Second National Heating and Ven- 
tilating Exposition, Twelfth Regiment Armory, New York 
City. 

March 14, 15 and 16, 1927.—The annual convention of the 
Kansas Master Plumbers’ Association, at Wichita, Kans., with 
headquarters at Broadview Hotel. 

March 21, 22 and 23, 1927.—The annual convention of the 
Missouri State Association of Master Plumbers at St. Joseph, 
with headquarters at the Robidoux Hotel. 

March 29 and 30, 1927.—The annual convention of the New 
York State Association of Master Plumbers at the Hotel 
McAlpin, New York City. 

March 29 and 30, 1927.—Michigan State Association of 
Plumbing and Heating Dealers, at Flint, with headquarters at 
the Durant Hotel. 

April 2-9, 1927.—The annual Own Your Home Exposition, at 
the Coliseum in Chicago. 

April 5 and 6, 1927.—Annual convention of Massachusetts 
State Association of Master Plumbers, Inc., at Boston. Place 
of meeting has not yet been chosen. 

April 5, 6 and 7, 1927.—The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

April 7 and 8, 1927.—The annual convention of the Louisi- 
ana-Mississippi Association of Plumbing and Heating Dealers, 
at Gulfport, Miss. 

April 11 and 12, 1927.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Muskogee, 
Okla., with headquarters at the Severs Hotel. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Little Rock, with 
headquarters at Lafayette Hotel. 

May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 

May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at Denver. 
Colo. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17 and 18, 1927.—Annual convention of the New Jersey 
State Association of Master Plumbers at the Elks Club, 
Newark. 

May 19, 20 and 21, 1927.—The annual convention of the 
Oregon Association of Master Plumbers, -at Salem, Ore. 

May 27 and 28, 1927.—Annual convention of the Washington 
State Master Plumbers’ Association at a city to be determined 


later. 
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WHOLESALERS: 
Sta-Pak Valvesare 
high quality valves 
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type, priced to 
bring in orders. 





No repacking is 
ever necessary. 
Write or wire for 
details. 
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Illustrated below 
is cross section of 
a STAPAK Valve, 
showing details of 
construction. 


Once installed, the STA- 
PAK requires no further 
attention. No repacking 
1s ever necessary. 

It has a very high lift; one 
turn of the mushroom 
handle opens or closes it. 
Manufactured of tested 
materials, STA-PAK 
Valves are quality products 
that will appeal to your 
customer. STA-PAK 
Valves are offered at 
attractive prices. 
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Non-Breakable Handle 


The Prier Radiator 
Valve 


‘THE handle of the Prier Valve is non- 
breakable, heat-resisting, molded com- 
position. Handle cannot turn on the 
stem, as the mounting plate 
is molded right into the com- 
position. Opens easily— 
closes the same way; no bind- 
ing. Genuine Jenkins disc 
used. A fine valve for one 
pipe steam or forced hot 






water systems. Ask for 
Folder D. 
WALTER H. PRIER CO. Dunbam Bldg. Chicago 











JOBBERS ARE 
Glad to Sell the 


Taber ready-to-install, quality Midget 
Sump Pump—because the jobber 
knows that the Plumbing Contractor 


will keep his initial installation profit. 


Write for Bulletin 120 MSJ NOW! 
or make inquiry of your own Jobber. 


TABER 


Midget SUMP PUMP 


TABER PUMP CO.. Buffalo, N. Y. 
N. Y. Office, Tel. Lexington 8945 


Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 
quality. 
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FLOAT Switce 

















CHICAGO 
FAUCETS 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Ill 






























GREAT factor in the overwhelm- 
ing public preference for the Min- 
neapolis is the predominance of Min- 
neapolis National Advertising. It 
works the year ‘round for dealers. 





Write for catalog and sales plan 


MINNEAPOLIS HEAT REGULATOR CO. 
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June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 

June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. : 

June 6 to 11, 1927.—The national convention of the Amer- 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 


June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Min- 
neapolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radison Hotel. 

Other Trade Events 

February 12, 1927.—Annual installation of officers and 
Ladies Night of the Clifton, N. J., Master Plumbers Associa- 
tion, at Fairlawn. 


February 15, 1927.—Annual banquet of the Master Plumbers’ 
Association of Montclair, Bloomfield, Verona and Vicinity, at 
the Elks’ Club, Montclair, N. J. 


February 17, 1927.—Annual banquet of the Master Plumb- 
ers’ Association of Trenton, N. J., at the Masonic Club. 


February 18, 1927.—The second annual Ladies Night of the 
Plumbsteam Club of Philadelphia, at the Sylvania Hotel. 


February 19, 1927.—Second annual dinner and dance of the 
Richmond Borough Master Plumbers Association, at the Elks 
Club, Staten Island, N. Y. 

February 19 to 26, 1927.—Annual “Own Your Home” show 
at Madison Square Garden, New York City. 

February 23, 1927.—Annual banquet of the Philadelphia 
Suburban Association of Master Plumbers, at the White Apron 
Club. 

February 24, 1927.—-The thirty-first annual banquet and 
ladies’ night of the Master Plumbers’ Association of Newark, 
N. J., at the Elks Club in that city. 

April 9, 1927.—Second annual Bosses Night of New York 
Chapter No. 2, National Association of Plumbing and Heating 
Salesmen, at the Hotel Pennsylvania, New York City. 


Obituary 


Daniel Lund 
Daniel Lund, past president of the Master Plumbers’ 
Association of Buffalo, N. Y., died at his home in that 
city recently after an illness of six months. 


Louis P. Beyer 
Louis P. Beyer, retired master plumber and past presi- 
dent of the Master Plumbers’ Association of Buffalo, died 
last week at his home in that city and was buried on Fri- 
day, February 4. Mr. Beyer was a member of Chapin Post 
No. 2, G. A. R. 
August Vowinkel 
August Vowinkel, master plumber at Sheboygan, Wis., 
died recently at his home in that city at the age of 78. 
Mr. Vowinkel was born in Germany and came to America 
in 1849, settling at Sheboygan. Many years ago he estab- 
lished a plumbing business there in partnership with one 
of his sons. 
James Anderson 
Sunday night, January 23, marked the passing of James 
Anderson at Salinas, Calif. Mr. Anderson has, for the 
past thirty years, been prominently identified with the 
Central California plumbing trade, and was senior partner 
of the firm of Anderson & Dougherty in Salinas. The 
funeral took place January 25. 


















































THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 











SOIL PIPE REPRESENTATIVES MEET IN 
PHILADELPHIA 

Representatives of practically all the soil pipe foundries 
in the industry were present at the three-day meeting held 
in Philadelphia during the week ending January 29 before 
the examiner for the Commerce Commission. The meet- 
ing was held for the purpose of giving evidence before the 
examiner on proposed changes in freight rates on soil pipe. 
These proposed changes embrace four sections, as follows: 
Trunk Line Association, Central Freight Association, short 
hauls in the Southern section, and the equalization of 
north and south-bound rates. Decisions will be made 


later by the Commerce Commission. 





STANDARD SANITARY MFG. CO. TO OPEN MINNE- 
APOLIS SHOWROOM 
Announcement is made that the Standard Sanitary Man- 
ufacturing Co. of Pittsburgh, Pa., has leased for five years, 
space for a showroom in the Young-Quinlan building at 
915 Nicollet avenue, Minneapolis, Minn., and will open 
the new store about May 1. 


READING IRON CO. OPENS MINNEAPOLIS OFFICE 


Minneapolis offices of the Reading Iron Co., of Reading, 
Pa., were opened recently under the supervision of W. H. 
L. Smythe, formerly in the Chicago office of that concern. 
The new offices are located at 108 Lumber Exchange 





building. 





SALES COMPANY ORGANIZED , 


The Detroit All Copper Heater Sales Co. has been organ- 
ized at 4456 Cass avenue, Detroit, Mich., to handle the 
sales for the manufacturing plant of this concern, which 
was formerly known as the New Detroit Heater Co. 





GURNEY HEATER CO. MOVES OFFICES 


Offices of the Gurney Heater Co., of Philadelphia, have 
been moved from 108 North Seventeenth street, to the cor- 
ner of Twenty-first street and Washington avenue. A 
warehouse is combined with the offices in the new location. 





SUPPLY COMPANY TO MOVE 


The Northwest Plumbing Supply Co., 320 Terry avenue, 
North, Seattle, Wash., is planning on moving into new 
quarters at 509 Boren avenue North. 





DETROIT PLUMBING AND HEATING SALESMEN 
MEET 
Fifty members and guests of the Michigan Chapter of 
the National Association of Plumbing and Heating Sales- 
men attended the January meeting of the organization, 
which was held at the Detroit Engineering Club. Before 
the meeting a dinner was served. 
Speakers of the evening were Clark Keeler of the Uni- 
versal Gypsum & Lime Co., E. C. Lloyd of the Armstrong 


Cork Co., and J. H. Bracken of the Cellotex Co. The 
speakers gave interesting talks on the insulation of build- 
ings and illustrated their talks with moving pictures. 
After the talks the speakers answered a number of ques- 
tions, and led an animated discussion. They were ex- 
tended votes of thanks for their presentation. 





CHAS. MILLAR & SON CO. ELECTS OFFICERS 

At the annual meeting of Charles Millar & Son Co., of 
Utica, N. Y., the following officers were elected: President, 
Charles Millar; vice president and assistant sales man- 
ager, David S. Howard; second vice president, Richard U. 
Sherman; treasurer, Alfred H. Dobson; secretary and as- 
sistant treasurer, William Girvan; sales manager, Lyndsay 
D. Fowler; manager of the mill supply department, John 
T. Williams; manager of the iron and steel department, 
Burt A. Rogers; auditor, Bart H. Davis; assistant treas- 
urer and manager of the Binghamton branch, L. Harry 
Green; manager of the mill supply department of the 
Binghamton branch, John L. Ottaway; manager of the 
Springfield branch, Howard A. Garrard; assistant treas- 
urer and office manager of the Springfield branch, Ray L. 
Roosa; manager of the mill supply department, Springfield 
branch, John H. Shaw. The directors are: Alfred H. Dob- 
son, Charles Millar, Lyndsay Fowler, Richard Sherman, 
David S. Howard and Walter Jones. 
WALWORTH-CALIFORNIA CO. PACIFIC COAST MAN- 

AGERS MEEHRT AT SAN FRANCISCO 

The annual meeting of the Pacific Coast managers of 
Walworth-California Co. took place in San Franciseo, Jan- 
uary 25, 26 and 27. The meeting was in charge of Ed- 
ward A. Neupert, the company’s Pacific Coast manager, 
and B. D. Cruickshank presided as chairman. Those in 
attendance were: C. A. McKay, Seattle; R. D. Beam, Port- 
land; KE. P. Auth, Los Angeles; Lloyd Jensen, Oakland: 
J. R. Deterding, Sacramento; L. P. Rice, Stockton: R. F. 
Crocker, Fresno, and Chester Dunn, San Jose. 

The closing day was marked by an excursion to Rich- 
mond, where the entire party spent the day inspecting the 
new pottery and enameling works of the Standard Sanitary 
Manufacturing Co., F. A. Kales and W. H. Lunsmann 
acting as hosts. 

GRATIFYING RESULTS ACHIEVED BY C. S. D. L. 
THROUGH RADIO PUBLICITY 

The bi-weekly luncheon-meet of the California Sanita- 
tion Development League, held at the Palace Hotel, San 
Francisco, January 27, was attended with great enthusi- 
asm. The meeting was made the occasion for the an- 
nouncement of the results of the league’s campaign for 
“better plumbing and more of it.’’ The campaign has 
recently been put on by means of radiocasting three 
morning exercise programs by Hugh Barrett Dobbs, ex- 
ponent of physical culture, over Station KPO, at which 
time Mr. Dobbs introduces casual suggestions relative to 


83 











84 DOMESTIC ENGINEERING 


modernizing the home plumbing system. This method of 
publicity has been the means of eliciting an average of 
thirtw-five bona fide inquiries a day. These inquiries orig- 
inate not only in San Francisco and the immediate bay 
region, but from points up and down the coast. 

With a possible view to augmenting the program as 
now given, Mr. Dobbs put on at this meeting an example 
of a more elaborate radio talk. This was very favorably 
received. 





PLANS FOR THE GREATER EXPOSITION IN CONNEC- 
TION WITH THE PLUMBERS’ NATIONAL 
CONVENTION IN MINNEAPOLIS 


Herewith is a floor plan of the exhibit hall in the 
Minneapolis Auditorium, where the annual convention and 
1927 plumbing and heating exposition of the National 
Association of Master Plumbers will be held June 20 to 
24. Wm. J. Lang, 5 West Division street, Chicago, a 
national director and manager of the Exposition Bureau 
of the association, recently mailed this plan, with all 
details of the convention and exposition, to manufacturers 
who would be interested in exhibiting. 

The hall is divided into sections, and the booths in 
each section are numbered. Prices and dimensions are 
plainly shown on the diagram, as well as a caption giving 
the key to water, waste and gas connections. Mr. Lang 
requests that exhibitors pick out the space they want, 
giving at least five selections, as booths will be awarded 
in rotation as applications are received, and get their 
reservations in at once. Upon receipt of application, Mr. 
Lang will mail a contract and hold reservation for fifteen 
days from date of mailing. After this time, the reserva- 
tion will be open to cancellation and re-assignment. Any 
space not claimed or occupied before 9:00 a. m., June 20, 
will be resold or re-assigned without refund. 

The booths will be new and novel in design, attractive 
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and planned to insure the full privacy of a complete room. 
A diagram of a typical booth is reproduced herewith. 
Back and side walls will be substantially built of 2x4 
construction with Beaver board base, mouldings and 
stripped panelling. All front arches will be kept uniform, 
each one draped with rich purple hangings. Lettering 
on signs on arches will be furnished to exhibitors to pre- 
serve harmony in color scheme and design. Building 
above side or rear walls will not be permitted. 

The Exposition Bureau will provide watchmen and fire 
protection during the entire period of the exposition, but 
will not guarantee exhibitors against loss of any kind. 
All exhibits must conform strictly to the manufacturer’s 
product covered in the contract, unless otherwise agreed. 
No canvassing, distributing of advertising matter, or any 
other form of public exhibit which would tend to lower 
the dignity of the exposition will be permitted outside of 
space purchased by exhibitor. 

Booth construction will be started June 16. Booths 
will be ready for occupancy June 18. The management 
asks that exhibits be completed by 12 noon, June 20, in 
time for the opening of the registration office in the 
Exposition Hall, at which time the exposition is to be 
opened to delegates, visitors and the public. Exhibits 
are to remain intact until June 24 and must be removed 
by 6 p. m., June 25. 

Exhibitors desiring special construction, electric wiring, 
decorating, furniture, rugs, etc., are requested to place 
orders with the Exposition Bureau, and they will be 
executed at a nominal cost. Shipments should be prepaid 
and addressed to the National Association of Master 
Plumbers, Exposition Bureau, Minneapolis Auditorium, 
booth and section number, in care of Jos. T. Griffin Deco- 
rating Co., Minneapolis. 
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Floor plan for the Exposition of the National Association of Master Plumbers, at Minneapolis Auditorium, June 20 to 24, 

1927.—Basement columns marked “B” shall have 2-inch waste, %-inch cold water, %-inch hot water, %-inch gas. Basement 

columns marked “A” shall have the same as “B” with the exception of %-inch hot water. Basement columns marked “C” 
the same as “A,” except 1%-inch gas 
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As Mr. Lang says in his excellently gotten up announce- 
ment to the manufacturers, everything has been planned 
to make this the biggest, best and most profitable exposi- 
tion for exhibitors. He will see that each exhibitor is 
furnished with a list of names and addresses of delegates 
and visitors at the close of the convention. 

In his announcement, besides the floor plan and de- 
tailed exposition instructions and information, he enclosed 
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All booths will be similar to this design. Letters on signs 
on arches will be furnished to exhibitors to preserve har- 
mony in color scheme and design 


letters from exhibitors at the Louisville convention, all 
testifying to the fact that the exposition of the National 
Association of Master Plumbers is a real business pro- 
ducer. He also enclosed pictures of many booths at last 
year’s convention, to give an idea of the extent to which 
manufacturers go to put their products before the dele- 
gates and visitors. 

He then goes on to say, “Enthusiasm is running higher 
this year. Everything points to a bigger attendance than 
last year’s record, when we had a registration of 2,404. 
The time and place are ideal. The finest convention and 
exhibit facilities have been arranged. Put your exhibit 


before the massed buying power that will attend. In | 


making arrangements we have done everything to help 
you do business at this convention.” ; 

The convention sessions, entertainment, cafeteria facili- 
ties and other features are all centralized in the one 
building, to keep visitors close to the exhibits at all 
times. Mr. Lang has systematized and put on a business 
basis this plumbing and heating exposition, and is in 
position to manage all details to the best advantage of 
exhibitors. 





SANDS MANUFACTURING CO. HOLDS ANNUAL 
SALES CONVENTION 

Representatives of the Sands Manufacturing Co. from 
all parts of the United States attended the fifth annual 
sales convention of the firm, which was held at the home 
offices in Cleveland, Ohio, on January 11, 12 and 13. 
Sales plans for the coming year were announced and dis- 
cussed, and the past year was reviewed. A spirit of op- 
timism prevailed. 

Fagan & Andrews, Milwaukee, Wis.; Utilities Service 
Corp., Chicago; The Worrall Co., East Orange, N. J., and 
the Home Service Corp., Louisville, Ky., were named as 
new agencies in their respective territories. It was an- 
nounced that a new branch house has been established at 
Houston, Texas, under the supervision of E. J. Hunger- 
ford, formerly of the Cleveland plant. 


Those present at the convention were: Randolph Woht- | 
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Practical 
Manual 


Gives not only the details 
of the methods of con 
struction, design and 
installation of heating 
systems, but also com- 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation; ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 


It explains and illustrates in detail the construc- 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 
Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, III. 























A 


HUDUDANDOAVCUUOAANUDEDALAC UNL EOEEOADACQUADEANE ADEA OUANULEAAASUOCQUCEOAOAUAAUAEQUUUELEAEADEDCQUU AT EAELEUOACOPAOEUENONORAE SUA NEA 


ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 


Deep water seal. 

Roughs in line. 

Will line up straight’on any tub. 

No. 20 B & S gauge tubing. 

All cast brass trimmings, 
nickel plated. 


This fixture is reasonable in 
price and you cannot secure 
a better one no matter how 
much more you pay for it 
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Manufactured by 


DEARBORN BRASS CoO. 
CEDAR RAPIDS IOWA 


Sold to the jobber only 


MSU eT re TLS TUT S TSS Me MSU Sn 











TT STS TSS MTS MMMM MS el 


nape en nnaenenee 


” 
BASIN FAUCETS 


“The faucet with the renewable working unit’ 





Trade Mark Reg. U, S. Patent Office 


OwoO 


NO WEAR ON BODY 





Patented 
Dec. 21, 1926 


D-538 





These Basin faucets have bronze removable seats, 
hard vulcanized Rubber Seat Washers (Non-Rising 
Stem) direct pressure principle of stem, against seats, 
no grinding or twisting and very smooth working. 
The body of the faucet is not threaded to engage the 
stem and (outside of the Bronze Removable Seat) 
the body of these faucets are absolutely everlasting. 


If no Wear on Body “‘Consequently Life Everlasting’’ 
Write for Descriptive Folder. For Sale by All Jobbers 


STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue CHICAGO, ILL. 


Manufacturers in wiienes Since 1888 
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man, St. Louis; John Fussinger, Cincinnati; Earl K. Wil- 
liams, New York City; Paul Hamilton, Cleveland; Joseph 
M. Sands, vice president; Garry Sands, secretary; Russell 
D. Knight, Philadelphia; George Cooke, Kansas City; 
Hugh Fullerton, Pittsburgh; Thomas Andrews, Minneapo- 











Sands Mfz. Co.’s officers and salesmen in convention 


lis; Walter Morris, Boston; Thomas Grant, Chicago; E. G. 
Horne, Fort Worth, Texas; L. R. Oatey, Cleveland; Allen 
Wright, Indianapolis; J. H. Fagan, Milwaukee; W. L. 
Mott, Cedar Rapids, Iowa; George Morris, Springfield; 
Thomas Worrall, East Orange, N. J.; Paul Schrener, Oak 
Park, Ill.; I. L. Schwedtman, Dallas; G. B. Wolin, Akron; 
W. Thomas, Cleveland; J. Jaros and J. H. Lehman, Chi- 
cago. 





NEW JERSEY SALESMEN TO ELECT OFFICERS AT 
MARCH MEETING 

In order to allow members of other branches of the 

plumbing and heating industries to attend the April meet- 

ing of the New Jersey Chapter No. 1, National Associa- 

tion of Plumbing and Heating Salesmen, when the story 


that association have decided to nominate their 1927 offi- 
cers at the March meeting, instead of the usual April date. 
This decision was made at the regular monthly meeting 
of the association, held Friday evening, February 4, at 
Achtel Stetter’s restaurant in Newark, N. J. 


Frank Boyd as the chairman of the nominating commit- 
tee, and the members elected Harry Blauman as a second 
member, the two naming Harry Swenson as the third 
committeeman. 

The feature of the meeting was a talk by Dr. W. G. 
Purdy, pastor of the Presbyterian church in Montclair, 
N. J., who spoke on ‘‘Fellowship,’’ and pointed out that 
three of the most valuable attributes are comradeship, 
friendship and fellowship, calling upon the salesmen to de- 
throne self and enthrone others, and urging loyalty to 
themselves, their association and their fellow members. 

Another feature was community singing, led by Vice 
President H. A. Underwood. The crowd was lucky enough 
to have present George A. Hansen, brother of A. H. Han- 
sen of the Marks, Lissberger & Sons Co., who is a master 
at the piano, and who provided the music. Incidentally, 
Harry F. Baillet, the “old master,’’ obliged with a solo. 

Three new members were elected, Irving Wendling of 
the National Asbestos Mfg. Co., Frank B. Potterton of 
J. W. Buckley Rubber Co., and William J. Autenrieth of 
William S. Roe, Ine. Considerable discussion of the com- 
ing national convention was held, including short talks by 
William F. Weber, national secretary, and Jack Flemm, 
vice president of the New York chapter. Copies of “The 





Small Town Market,”’ published by ‘‘Domestic Engineer- 
| ing,’”’ were distributed by President W. E. Carmichael. 





of the Hudson vehicular tunnels will be told, members of ° 


The executive committee announced that it had selected. 
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Personal Mention 


Frank W. Shuell, president of the EverHot Heater Co., 
of Detroit, Mich., has been elected to the directorate of the 
American State Bank of Detroit. 


George Cartwright, vice president in charge of sales of 
S. S8.:Fretz, Jr. & Co., and the Thos. Devlin Mfg. Co., Phila- 
delphia, is making a four weeks’ business trip through the 
South and Southwestern states. 


John Fraser, Jr., president of the Milwaukee Valve Co., 
Milwaukee, Wis., visited New York City recently, confer- 
ring with the Hills-Stevens Co., Inc., the eastern represen- 
tative of his concern. 

A. H. Schroth, vice president of the Richmond Radiator 
Co., New York City, has been elected a member of the ex- 
ecutive committee of the National Boiler and Radiator 
Manufacturers’ Association. Mr. Schroth fills the vacancy 
made by the late William B. Reed. 


Joseph L. Fritz, manufacturers agent, with headquar- 
ters at 940 Drexel Building, Philadelphia, sailed on Janu- 
ary 27 for South America, on the S. S. Dominica. Mr. 
Fritz expected to be gone about a month. 


Jesse Thorn, Jr., whose 
likeness is shown herewith, 
recently returned to the Tren- 
ton Potteries Co., after sev- 
eral years’ absence, and has 
been assigned to the Philadel- 
phia office of the company, 
where he will call upon job- 
bers and architects. 

Ralph E. Peel, sometime 
master plumber in Harris- 
burg, Pa., has joined the sales 
force of the Bennett Brass 
Co., of Greenville, Mich. He 
had formerly been associated 
with T. L. Lambourne, who 
recently joined the Bennett 
Brass Co., as sales manager. 





Jesse Thorn, Jr. 


George Kitson, manufacturers’ representative of Phila- 
delphia, with his wife, is enjoying a vacation at Pinehurst, 
N. C. John H. Moore, plumbing and heating contractor 
of Atlantic City, N. J., will join them at Pinehurst.. 


Edgar C. A. Bliault has 
been appointed manager for 
the new factory of the Ruud 
Manufacturing Co., which will 
soon start production in Lon- 
don, England. Mr. Bliault has 
been distributor for the Ruud 
Manufacturing Co. in the Brit- 
ish Isles for a number of 
years. 

George A. Lucke, formerly 
assistant manager of Crane 
Co.’s branch at Washington, 
D. C., will join the executive 
force of the Haines, Jones & 
Cadbury Co., Philadelphia, on 
February 14. Mr. Lucke will 
assume the managership of 
the company’s branch at Richmond, Virginia. 

Cc. A. Comp has been appointed plant manager of the 
EverHot Heater Co., of Detroit, Mich. He has formerly 
been with the Westinghouse Electric & Manufacturing 
Co., and with the General Electric Co. 














Edgar C. A. Bliault 
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SUPERIOR 


SOIL PIPE 
and FITTINGS 


SANITARY CO. OF AMERICA 
LINFIELD, PA. 



































 BECATOR 


THE BURKS 
SUPER-TURBINE 
PUMP 


is simple, sturdy and trouble-proof. Picks up dry 
suction instantly; traps and overhead loops in 
suction line do not interfere with its perfect per- 
formance. 

Regular equipment on all Decatur Home Water 
Systems. Built for ‘‘A LIFETIME OF SERVICE.’ 


Write for Catalog and prices 
DECATUR PUMP COMPANY 


632 E. CERRO GORDO ST. . DECATUR, ILL. 
SALES CONNECTIONS IN PRINCIPAL CITIES 
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RAINBOWS 


WATER SOFTENERS 


Are preferred by plumbing contractors. 


WHY? 


See our page advertisement in the 
February 26 issue. 


ZEOLITE ENGINEERING CO. 


Consulting Engineers and Manufacturers 


4642 RAVENSWOOD AVE. CHICAGO, ILL. 
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J. S. Cassedy and R. R. Huggins, Jr., have been trans- 
ferred from the Pittsburgh showroom of the Standard San- 
itary Manufacturing Co., the former to the Baltimore 
showroom, the latter to the Washington, D. C., showroom. 
The Washington showroom of the company was opened 
on January 24 in the Willard Hotel, 1412 F street, N. W. 

Raymond H. Liefeld, whose 
likeness is herewith 
has joined the staff of the 
Bridgeport Brass Co., at 
Bridgeport, He will be 
engaged in conducting an in- 
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shown 


Conn. 


vestigation into the sales pos- 
sibilities of various markets. 
John J. Mellody, formerly 
with W. N. Sauer and G. F. 
Higgins of Pittsburgh, is now 
connected with the Union Ra- 
diator Co., of Johnstown, Pa., 
and will work out of the Pitts- 
burgh office of that concern. 
Gatheman, Boston, 
Mass., recently returned from 
the annual meeting of district 
held at Pittsburgh, Pa., 
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Raymond H. Liefeld 


managers of the A. M. 
February 3, 4 and 5. 


Byers Co., 


Stephen G. Hurst, manufacturers’ agent with headquar- 
ters in the Monadnock building, San Francisco, has been 
appointed agent for the Pacific Coast for King Union Co., 
Inc., Hills Grove, R. I. 

C. A. Thorne has been appointed sales representative in 
Indiana, Ohio and Kentucky for the 
Berea, Ohio. 


Dunham Co., of 








‘Chicago” type ‘“L-1” 
Quality , Bilge Pumps are neat 
units, especially designed for small 
jobs. Small in size, but built upon 
the sturdy lines of the larger ““Chicago”’ 
Vertical Pumps. They are machined 
and assembled by skilled mechanics 
from the best materials obtainable. 


*w, Chicago” type “L-1’’ Bilge 
P rice Pumps are manufactured sgt 
quantity production basis. This ena- 
bles us to sell a high grade unit at a 
surprisingly Low Price. 


3 Maintaining a large stock 
Service of completely assembled 
units, “Chicago” type “L-1” Bilge 
Pumps can be shipped in Twenty-four “Chicago” Type “‘L-1" 


; ‘ Automatic Electric 
Hours after receipt of order in factory. "Slee Pane 





Ask for Bulletin No. 119. 





CHICAGO, ILL. 





2322 WOLFRAM ST. - - 
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Cc. W. Abbott, of the C. W. Abbott Co., of Oakland, 
Calif., has returned to that city after an extended busi- 
ness trip through the Middle West and the East. He 
spent several days in Pittsburgh, and several in Chicago 
enroute. 

Martin A. Brennan has been appointed Boston represen- 
tative for the Brunswick-Balke-Collender Co., of Chicago. 

Terry Vagt, who for the past several years has been on 
the sales force of the Hills-Stevens Co., Inc., New York 
City, has been elected to the board of directors of that 
concern. 

Clarence L. Randall has been appointed manager of the 
new branch of W. A. Case & Son Mfg. Co., Buffalo, N. Y., 
which is soon to be opened in Englewood, N. J. Mr. Ran- 
dall is well known to the trade, having been connected 
with the Fred Adee Corporation for almost 10 years and 
continuing with W. A. Case & Son Mfg. Co., when that 
company absorbed the Adee organization. 


R. T. Lawrence, manufacturers’ agent of New York 
City, has been appointed distributor for the United States 
for the Union Metal Works, Chelsea, Mass., and will also 
handle the line of the Hammond Brass Works, Hammond, 
Ind., in the East. 

Ross Clark, manager of the San Francisco branch of 
American Radiator Co., together with M. D. Rose, the 
company’s assistant general manager of sales, spent a few 
days recently at Los Angeles. Mr. Clark returned on 
January 31, and Mr. Rose left for the home office at Buf- 
falo January 29. . 

H. T. Gerner, formerly with the Frost Mfg. Co., of Ke- 
nosha, Wis., has been appointed representative for the 
Central Brass Mfg. Co., of Cleveland, Ohio, in Illinois, 
Wisconsin and Michigan. 











Wessels 


ELECTRIC TANK HEATER 


is a thoroughly reliable 
product which, when 
equipped with a therm- 
ostatic or time control, 
has all the convenience 
of our larger models. 


Can Be 
Attached to 
Any Tank 


There are many uses to 
which they are well 
adapted, such as barber 
shops, beauty parlors, 
operating rooms, 
yachts, and anywhere 
where an open flame is 
not obtainable or is un- 
desirable. 





Full details gladly 
furnished. 








| D.D.Wessecs & Sons CoO. 
OETROIT. MICHIGAN 
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BUILDING PERMITS FOR DECEMBER, 1926 


The total volume of building permits granted during the 
year 1926 in 211 cities amounted to $3,738,054,800, ac- 
cording to reports of the 211 building departments to 
F. W. Dodge Corporation. In the same cities the total 
amount of permits issued in 1925 was $3,923,077,400. 
This represented a decline of 5 per cent in building volume 
in 1926. Ninety-five of the 211 cities showed building in- 
creases over 1925, and 115 cities showed decreases. 

Last year’s “honor roll’’ cities (those averaging a mil- 
lion dollars or more a month in permits and gaining 20 
per cent or more over their 1925 records) were 11 in 
number. These ‘honor roll’ cities were: Albany, Atlanta, 
Fort Worth, Gary, Jacksonville, Mount Vernon (N. Y.), 
New Haven, San Antonio, Syracuse, Watertown (N. Y.), 
and Yonkers. 

December permits in the 211 cities totalled $296,349,- 
000. There were increases of 4 per cent over December, 
1925, and 14 per cent over November, 1926. Compared 
with December, 1925, 95 of the cities showed construction 
gains last month and 113 showed losses. 


—December, 1926— —December, 1925— 


No. of No. of 
Permits Valuation Permits Valuation 
Alabama— 
Birmingham ........ 353 $ 1,199,800 416 $ 1,942,000 
Arizona— 
PRGOUIE okie cccescs 82 146,600 102 147,100 
Arkansas— 
UE, TOL, oii s90osivsa oie 123 63,200 115 47,000 
Poe 0. ee 83 95,800 127 183,000 
California— 
CE eee 61 503,300 77 112,800 
PBT MOISY 66a ices cee 173 314,200 254 568,400 
i eer 41 130,900 27 49,900 
PPONERS cvevescccsens 87 316,300 106 229,400 
CO are er eeee 192 932,700 239 1,734,600 
Long Beach ........ 362 1,157,300 419 1,143,600 
Los ANGClCS .....5% 2,678 10,089,900 3,159 16,810,700 
GOMNEE hh cani «saws 660 1,847,000 919 3,881,100 
PONE. 6-4.606's5.600% 218 458,200 232 454,400 
Sacramento ......... 183 339,100 198 929,600 
Bam TOMO .ccwccses 628 2,344,000 678 3,176,100 
San Prancieco ...... 756 5,066,600 761 3,243,900 
RR ND: 6.0 sare 10 eevee 12 131,600 83 1,463,800 
a ee rere 58 147,600 55 193,900 
BEOCHIOM ciciccvscce 15 240,200 93 215,500 
Colorado— 
Colorado Springs ... 34 26,100 53 85,000 
RP Svc k se sew wes 268 851,400 282 2,031,500 
cy ee ee 45 32,400 44 36,100 
Connecticut— 
oe 77 209,400 90 184,200 
NOW FIAVON 22 6c cee 162 1,530,000 39 1,139,400 
Delaware— 
WHEURIMEEOR cee cece 68 924,800 48 169,700 
District of Columbia— 
WRORIRBION 2 ccoccs 474 2,846,300 373 3,620,600 
Florida— 
Jacksonville ........ 484 1,100,900 339 2,584,400 
ee eee 38 366,200 198 892,800 
Sire 589 2,744,300 1,434 6,172,500 
ye 145 72,500 57 57,900 
WS ins 20 6 a ve 383 506,100 600 2,968,000 
Georgia— 
PC. i a a 193 389,000 153 242,200 
pS ee ee ee 100 56,600 71 36,600 
CS Bro e rer er re 249 287,200 90 55,400 
BAVEEREN ..uscces 42 195,500 34 125,300 
Idaho— 
Panis s Sua os awe 34 19,600 37 43,300 
INinois— 
PMR ae a8 S5:aa bk s000 45 1,077,200 64 522,900 
Be 771 25,097,900 1,004 19,293,800 
6 63 145,100 56 141,200 
Fast St. Louis....... 51 215,300 54 122,300 
a 65 1,026,800 51 2,040,600 
RN Aw cin do al eceras ss ir 153,800 104 215,200 
| aS ee 21 42,300 18 42,000 
a re 71 218,100 109 358,900 
Springfiel€ ......... 69 216,000 90 212,500 
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'**CHICAGO’”’ 
| No. 2 
| Power Pipe Thread- 


: | ing Machine 
| 


For 
Production ad Precis- 
ion Threading 


PORTABLE 





| Capacity oe to 2’ Pipe 
to14’ Bolt 


FEATURING: 
Quick Die Change 
Automatic Die Head 

ree Spe 


8 
Perfected Oil Control 
Send for Catalog. 


-wn— 





CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS. U.S. A. 


BLAKE 
=. 


Loe 





levels. 








Blake 
Garage Drains 
Extra Heavy 


For garages, bath houses, stables 
and dairies. Made with or with- 
out vents or cleanouts. When 
full, the receptacle can be lifted 
out and emptied. 


These drains have every element 
of safety. 





Patented 
K-1125—13x18 Complete 
K-1135-—-20x30 Complete 


Blake Shower Drain 


with protecting pan 





K-1155-——Patent Applied For 


K- thos Size 1% inch. 
5 inches. Weight 8 pound: 

K-1157. Size 2 inch. Total depth 
5inches. Weight 9 pounds. 


Blake Specialty Co. 


Total depth 
iS. 


- Rock Island, IIl. 


Canadian Service: All Crane Co. Branches 


Strainer head is made of brass and has a long adjustment for floor 
Traps and pan are cast iron. 


Made in two sizes. 


—— 





K-1157—-Patent Applied For 
No Trap. Same as shower drain but 
has no trap. Furnished with male or 
female outlet for iron pjpe. 









SPECIALT IE 























FLOOR 


Wired 


ORIAING 


relate Meloy 4 


Your wholesaler has BEATON & 
— Floor and Ceiling Plates in 
stock. 


When sotering, specify B & C from 
our Wholesaler and identify them 

7 the trademark and distinctive 
x. 


Each Plate individually wrapped, 
boxed under the B &C trademarked 
label. Heavy copper plating, before 














nickeling, assures long years of ser- 
vice with each B & C plate. 





Write for a complete catalog, showing 
the old favorites and the newest de- 
signs. 


The Beaton & Corbin Mfg. Co. 
Co 




















DOMESTIC ENGINEERING 


—December, 1926— 
No. of 


Permits Valuation 


Indiana— 
ES kudcwks< wun ks 24 36,700 
oy | | | as 308 133,700 
Peet WPM. oc cicces 124 378,800 
A mR e te 73 730,200 
Indianapolis ........ 657 553,100 
OE wbvsnessne 17 27,800 
South Bend ........ 116 202,400 
Terre Haute ........ 80 56,500 
Iowa— 
Cedar Rapids ....... 48 1,528,300 
Davenport ..... ‘ 28 77,800 
Des Moines ......... 40 466,000 
nD wed iwiewe os 55 17,200 
ES 11 9,000 
a 27 1,897,900 
Kansas— 
al a 53 58,900 
rr 57 54,800 
J a 89 147,500 
Kentucky— 
Covington ...... 22 92,300 
Lexington .......... 503,800 
|) as 183 1,338,000 
Lonisiana— 
New Orleans ....... 135 574,200 
BUTOVeDOTt 4... cece 182 149,300 
Maine— 
| 55 405,000 
Maryland— 
ee 1,099 2,703,600 
Cumberland ........ 9 9,900 
Massachusetts— 
a 9 54,100 
ere er 425 1,999,300 
ere 37 116,700 
Cambridge ......... 61 358,900 
Chelsea ........ om 126,200 
ee 24 59,800 
co. 4 1,100 
| ee 12 27,000 
TEMRONMND oy ose \bi6. a:6-20 15 113,700 
RNID | on 0.0 5655040 13 49,200 
reer eee 19 321,800 
eee 32 103,400 
re ee 33 135,100 
New Bedford ....... 38 100,490 
North Adams ....... 12 1,400 
EE 54 eb baw caus 93 234,200 
MO seat ak cwbwses 40 223,500 
Somerville ......... 36 1,313,800 
Springfield ......... 76 395,100 
PEND nbd soussouns 21 185,300 
Worcester etelipaete slate ial 110 455,100 
Michigan— 
Battle Creek ....... 23 129,100 
fe 2 are 22 3,800 
| ar aera . 1,355 12,689,300 
RPT ere oe rr re 252 1,342,900 
Grand Rapids ...... 257 436,800 
ER: <6 05 aie 5.450 58 119,500 
ee 39 186,100 
a rere re 48 65,300 
SEER dag ap means 116 873,200 
PE Nv esesaesan 58° 80,800 
Minnesota— 
a ee 70 343,300 
Minneapolis ........ 214 510,900 
a ee 105 417,200 
Mississippi— 
eee 1,621 338,900 
Missouri— 
Maeess City ....... 177 2,466,700 
rere 16 9,600 
oe eee ee 493 1,933,700 
Montana— 
Butte ; 
Nebraska— 
ee 10) 111,000 
Omaha ‘ - 30 87,200 
New Hampshire— 
Manchester ......... 27 91,300 
New Jersey— 
Atlantic City ....... 120 826,800 
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—December, 1925— 
No. of 
Permits Valuatior 


22 43,00( 
158 218,80' 
128 556,600 

70 538,200 
77 1,627,000 

28 29,800 
161 436,100 

85 43,300 

29 53,400 

30 25,900 

68 293,500 

42 57,600 

22 94,100 

48 186,100 

78 234,000 

55 247,600 
117 179,000 
27 38,000 
27 38,400 
224 1,129,100 
132 636,700 
236 387,900 
49 252,400 

1,425 2,206,800 

24 353,000 
24 41,200 
599 4,641,200 
50 170,000 
71 1,016,100 
22 85,100 
45 107,600 
3% 52,700 
10 28,200 
24 81,400 
11 53,100 
29 92,600 
85 806,400 
53 291,700 
44 320,100 

8 20,900 
124 382,700 
37 125,300 
49 454,900 
91 422,800 
47 208,300 
150 1,067,500 
31 80,000 
29 31,600 

2,152 14,189,200 
127 165,900 
280 641,300 

45 127,700 
37 138,200 
69 192,500 
79 150,100 
57 68,500 
72 296,800 
391 1,253,000 
235 1,086,500 
144 187,100 
277 2,347,600 
31 36,000 
656 3,075,900 

6 8,600 
84 356,000 
132 754,800 
35 55,400 
212 1,782,900 
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—December, 1926— 


No. of 
Permits 
Day ONDE ben 0556009 13 
ee GO: 6s in 050 00.60 5:50 78 
Hast Orange ........ 75 
MicaWGOe vc5 <cee wes 71 
MSDOMOR. s6¥ia8 0aaex 11 
Jersey CUP cdi cé sss 91 
MOWEPR. bcs cctessiss 387 
ee errs § 37 
Ee ee 49 
PRON isis ons 00< 7 
ON eee 60 
TRONTOM:, cscs scree sie 68 
New Mexico— 
Albuquerque ....... 59 
New York— 
Oe 2 ee ee 392 
AUDUPT osevcvacdacee 5 
BInGMOPetee: 6. siaescs 196 
se ee 253 
Mt. VOPNOM «250.600. 64 
DIO as4x0iek cass 468 
oo. 1,774 
Manhattan ....... 278 
QUE 4A nadatd's divs 1,713 
REGO isin 0 's00 169 
New York City (all 
J: PA ee 4,402 
Niagara Falls ...... 56 
Schenectady ........ 30 
SVPGREIE  .6sa:s ob ces's 162 
BOE aanssee dcecaanes 24 
BCOOR. ose Ww woe Kee 0 ee 25 
WatertOWR. «2 ccccccs 10 
TOU 4G iw akas 44 127 
North Carvlina— 
Asheville ..... aw eal 73 
ere eee 48 
DUTHIEE 8c casedensccs 39 
Greensboro ......... 70 
WHERIMEEOR 65.0.0 cece 11 
Winston-Salem ..... 105 
North Dakota— 
OS ais 46h 6346565 0% 5 
Grand Forks ....%.+ 
Ohio— 
ARGGR, S35 esiccascs 237 
eee Tee 74 
CImGIMMNEE ciccccces 1,746 
ClOVOIMEE: oa: 0 vwitens 651 
| ar 296 
DAP ncck den tiean 133 
ON Perrer reer 47 
OE: 86.3 p.0h 0:0 19 
| rere 15 
Sprin@M@eli@ .....005% 30 
TOM iia kee AsKae > 213 
Youngpte@n ......6. 137 
TANCBVEIO 2sissasces 12 
Oklahoma— 
ee eee 16 
Oklahoma City...... 114 
QGRERMEMOG .cccsvces 3 
WOM aie k den db ede os 118 
Oregon— 
POVURBE s60565 ess 744 
Pennsylvania— 
ere 15 
PALGG. 6 o'k.nc 0080-00 9 
BothiGMGGh .< .ccscves 15 
Re RMUN WA Wiig e005 Siew 14 
2g | ee a eee 78 
Hareigpute o20540s4s 36 
LORGRMIGE 6 oicc cece 24 
Philadelphia ........ 5380 
PICCGWMP i oeiviaicees 405 
Oe a 67 
| ¥ 60 
Wilkes Barre ....%.. 63 
Rhode Island— 
ProviGMOh iscecsice. 199 
South Carolina— 
Charleston ...... os 30 
COMMA, 5.9.0. 0.20:4.4.9.0 14 
CTOGORBPUD hod eeb 00% 41 


Valuation 
126,400 
459,900 
817,900 
522,000 
462,100 

1,787,100 
3,241,500 
370,400 
159,200 
522,800 
651,100 
189,300 


79,800 


1,052,700 
10,200 
152,000 
2,038,900 
4,195,200 
19,580,200 
18,968,200 
47,100,600 
12,314,800 
1,000,400 


98,964,200 
217,000 
188,700 

1,594,300 
114,100 
126,200 

10,800 
2,756,600 


283,100 
263,200 
233,200 
196,100 

52,900 
249,800 


19,800 


1,420,600 
134,500 
5,134,800 
3,548,100 
1,054,300 
2,534,500 
135,800 
45,900 
31,500 
60,100 
513,400 
617,600 
9,100 


17,300 
665,200 
6,500 
958,300 


1,562,700 


199,700 
219,500 
34,000 
48,000 
252,600 
173,500 
170,000 
20,846,900 
3,781,700 
197,400 
345,600 
180,600 


1,382,300 
10,500 


8,900 
48,700 
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—December, 1925— 


No. of 
Permits 


14 
77 
84 
90 
14 
80 
468 
55 
45 
145 
63 
92 


38 


82 
41 
87 
14 
97 


306 


14 
62 
37 
10 
154 
47 
22 
699 
421 
25 
75 
99 


27 
37 
18 


Valuation 
64,100 
1,408,000 
396,300 
554,700 
35,200 
913,200 
2,748,400 
299,400 
271,500 
859,000 
380,700 
808,400 


70,000 


742,300 
7,300 
289,600 
1,666,100 
1,167,900 
17,179,800 
20,256,600 
40,142,100 
14,131,100 
475,800 


92,185,400 
335,700 
102,700 
849,300 
103,900 
240,400 

43,400 
719,700 


465,400 
316,400 


1,314,700 
43,300 
139,100 


26,100 


605,300 
365,100 
2,640,600 
3,300,800 
1,693,400 
607,300 
112,000 
51,300 
59,100 
106,000 
958,100 
1,003,700 
31,500 


8,100 
620,300 
15,200 
1,121,000 


1,801,400 


446,100 
56,700 
197,500 
94,500 
281,400 
153,000 
45,900 
8,485,900 
2,514,500 
112,300 
367,800 
274,200 


986,500 
15,900 


50,900 
53,100 
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Automatic 
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and 
Scale 
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NO.6- 2° #14" 
Fig. 118 


No. 5—%-inch Compound Injector. Pateated 
in U. S., Canada and Foreign Countries. 


eliminates troubles resulting from lime deposits and 
other incrusting minerals in water backs, coils in 
ranges, furnaces, etc. Proven by actual performance 
to be the only dependable device of its kind. Write 


for details. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave. Chicago, Illinois 


Originators, designers and sole manufacturers of 
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Models F. G. and H—Capacities 275 to 600 Gallons 


Real Sales Appeal In Every Detail 


In every detail of performance, appearance, durability and price 
Murdock Automatic Water Systems have a sales appeal that gives 
good plumbers more sales, bigger profits, and freedom from service 
troubles. 

Try one Murdock installation and see for yourself what a business 
builder these improved water supply systems are. The famous 
Murdock Vacuum pump with only eight working parts lifts water 28 
feet reliably—and with excellent installation conditions 30 feet can 
be handled nicely. That helps make more sales. 

The handsome mountings and arrangement of these systems helps 
sell them, too. Shaft drives from motor to pump are a new feature. 

Murdock Systems meet every demand—200 to 600 gallons an hour 
capacities, small pressure tanks or large storage tanks, 40, 60 or 80 
gallon sizes. 

Your territory may still be open. Write us for full details of the 
improved Murdock Automatic Shallow and Deep Well Water Systems 
and the big business opportunities they offer. 


Manufacturers also of MURDOCK Deep Well Pumps 
in all capacities. MURDOCK Combination Vacuum 
and Return Systems. 


MURDOCK PUMP COMPANY 


INDIANAPOLIS, INDIANA 

















South Dakota— 
Sioux Falls . 
Tennessee— 
Chattanooga 
Knoxville 
Memphis 
Nashville ....... 
Texas— 
Dallas 
El Paso 
Fort Worth 
Galveston 
Houston 
San Antonio .. 
Utah— 

Ogden : 
Salt Lake City. 
Virginia— 
Norfolk 
Richmond 


Roanoke 


Washington— 
Everett 
Seattle 
Spokane 


Tacoma 
West Virginia— 
Charleston 
Huntington 
Wheeling 
Wisconsin— 
Kenosha 
Madison 
Milwaukee 
Oshkosh 
Racine 
Sheboygan 


December, 


No. of 
Permits 


107 


208 




















Valuation 


bo 


to 


1926— 


15,500 


581,800 


759,900 


,449,700 


488,300 


374,200 
64,200 
977,500 


69,800 


,467,100 
,176,100 


130,400 


249,600 
120,600 


679,900 


183,100 


34,100 


965,100 


$55,000 
532.700 


42,200 
53,100 


89,400 


595,800 


,039,200 


2,382,800 


138,400 
84,500 


113,700 
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—December, 1925— 
No. of 


Permits Valuation 
12 42,700 
197 131,700 
155 613,200 
305 2,699,200 
103 200,700 
351 1,284,400 
33 62,200 
150 568,800 
211 107,300 
357 5,948,600 
223 541,700 
20 578,800 
74 271,700 
101 148,700 
98 1,112,900 
76 161,900 
68 44,300 
690 1,164,600 
122 126,900 
184 738,100 
33 28,100 
59 104,000 
26 7 87,000 
273 386,200 
50 641,200 
254 1,822,200 
53 183,300 
58 179,200 
66 70,100 
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W yoming— 


Cheyenne 11,400 10 35,600 





Totals (211 cities).38,754 $296,349,000 43,014 $285,413,100 





EXHIBITS AT CARNEGIE’S THIRD PLUMBING AND 
HEATING INSTITUTE HELD RECENTLY IN PITTS- 
BURGH, PA. 

A great deal of the attractiveness of the third plumbing 
and heating institute held at Carnegie Institute of Tech- 
nology, Pittsburgh, Pa., on January 18, 19 and 20, 1927, 
was due to the plumbing and heating devices and equip- 
ment of various kinds that were on exhibition, which were 

as follows: 

Exhibit of tinted enamel ware by Conemaugh Iron 
Works, Latrobe, Pa.; exhibit of the National Trade Ex- 
tension Bureau, Evansville, Ind., showing several panels 
of literature which they distribute; the showing of the 
Ruud Mfg. Co., Pittsburgh, of water heaters and a magic 
faucet suspended by a wire but which emitted a continu- 
ous stream of water without an apparent source of sup- 
ply; the Philip Carey Co., Cincinnati, Ohio, exhibit of 
water heaters; American Lead Co., Pittsburgh, exhibit of 
lead pipe and traps; the exhibits of Acheson Mfg. Co., 
Rankin, Pa., brass and nickel-plated fittings; Pittsburg 
Water Heater Co., Pittsburgh, water heaters; Kelly & 
Jones Co., Pittsburgh, valves and gauges; Bernard Gloeker 
Co., Pittsburgh, a seamless sheet metal sink; A. M. Byers 
Co., Pittsburgh, wrought iron pipe; Troop Mfg. Co., Pitts- 
burgh, water heaters; National Tube Co., Pittsburgh, steel 
pipe; C. G. Hussey & Co., Pittsburgh, a copper range 
boiler; ‘““‘Domestic Engineering,’ Chicago, exhibit of maga- 
zines, books, methods of plumbing instruction, etc., and 
Unique Lead Co., Pittsburgh, roof flashings. 





Triumph 


Stop-and-Waste Valves 














. 


RIUMPH QUALITY created the demand, 
and the demand makes it possible to sell 
this better No. 7 Stop-and-Waste Valve at an 
attractive price. 


The No. 7 has many noteworthy features — 
the union bonnet, the double-seated stem which 
keeps pressure off the packing. The stem pack- 
ing itself is twice the ordinary size. 
without a stuffing box. Write for full particulars. 


It’s made 


Order from your jobber. 


CJriumph Brass Company 


COLUMBUS, OHIO 


STOP-AND-WASTE SPECIALISTS 
New York Office, 207 E. 43rd St. 


Formerly Ohio Pump & Brass Co., Columbus, Ohio, Established 1898 












































THE TRADE 


WITH MASTER PLUMBERS AND 


HEATING CONTRACTORS 








PLUMBING AND HEATING CONTRACTORS 
OFFICERS FOR COMING YEAR 


Following are the reports of some of the elections of 
officers of plumbing and heating contractors’ organizations, 
which have recently been held. Most associations are now 
electing officers to guide them through the new year, and 
the selections will be found in ‘“‘Domestic Engineering” 
immediately after the meetings. 

Retail Plumbing and Heating Dealers, Tacoma, Wash.— 
President, R. D. Minkler; vice president, Russell Volk; 
secretary, V. A. Wolfard; treasurer, G. A. Weber. 

Philadelphia Suburban Master Plumbers’ Association, 
Philadelphia, Pa.—President, E. N. Sharp, Yeadon, Pa.; 
vice president, M. L. Dilks, Llanerch, Pa.; secretary, A. C. 
Wilson, Collingdale, Pa.; treasurer, D. S. Anderson, Drexel 
Hill, Pa. 

Master Plumbers’ Association of Summit and Vicinity, 
Summit, N. J.—President, J. B. McNamara; vice presi- 
dent, G. W. Griffiths; secretary and treasurer, James Hogg. 

Master Plumbers’ Association, Wheeling, W. Va., in- 
cluding Martin’s Ferry, Ohio—President, Lou W. Nau; 
vice president, Robert Totterdale; secretary, Thomas J. 
Schofield; treasurer, W. E. Eckard. 

Delaware County Master Plumbers’ Association, Chester, 
Pa.—President, James F. Rhoads; vice president, Louis 
A. Puls; secretary, Horace W. White; treasurer, Walter F. 
White. 

Master Plumbers’ Association of Washington, D. C.— 
President, R. J. Barrett; first vice president, W. E. Owens; 
second vice president, F. W. Koehler; secretary, Frank 
Bentley; treasurer, H. R. Eberly, all re-elected. 

Eastern Long Island Association, Ruirhead, L. I.—Pres- 
ident, Alex Cameron; vice president, H. N. Smith; secre- 
tary, W. R. Lucas; treasurer, F. H. Robinson. 

Akron and Vicinity Master Plumbers’ Association, 
Akron, Ohio——President, Oliver Hoffman; vice president, 
John Ruch; secretary, John T. Miller; treasurer, Walter 
Kirn. 

Master Plumbers’ Association, Kenosha, Wis.—Presi- 
dent, Jacob Zimmerman; vice president, C. Kaelber; sec- 
retary and treasurer, F. J. Watkins. 

Master Plumbers’ Association, Omaha, Nebr.—President, 
R. C. Merritt; vice president, R. E. Krimlofski; secretary, 
E. H. Brown; treasurer, Leo Baroch. 

Master Plumbers’ Association, Lebanon, Pa.—President, 
Robert M. Kilmoyer; vice president, George H. Gerberich; 
secretary and treasurer, William Evans, Jr. 

Memphis Association of Master Plumbers, Memphis, 
Tenn.—President, Percy R. Todd; vice president, U. E. 
McCommon; secretary, James L. Evans; treasurer, Gustav 
Limberg. 

Master Plumbers’ Association, Portsmouth, Ohio.— 
President, Charles Barlow; vice president, Fred Schmidt; 
secretary and treasurer, C. A. Rauch. 

Toledo Association of Sanitary and Heating Engineers, 
Toledo, Ohio.—President, Neil S. Larsen; vice president, 
Jas. Kewley; secretary and treasurer, W. G. Wacker. 


ELECT 


CENTRAL SOUTH SIDE SANITARY CLUB ENTERTAINS 
AT STAG 
Members of the plumbing 
and heating industries of 
Chicago and vicinity were en- 
tertained at a stag party by 
the Central South Side Sani- 
tary Club of that city at the 
Masonic Temple on Sixty-first 
Cottage xrove 
Tuesday evening, 
Serious discus- 





street and 
avenue on 

February 1. 
sions on several problems of 
importance to the industry 
were interspersed with enter- 
tainment by popular 
radio entertainers from some 
of the well known local sta- 
tions, and the time between 
eight and twelve passed all 
too quickly for the forty or 
more guests who enjoyed themselves thoroughly. 

George J. Feldkamp, president of the club, presided at 
the meeting, and first called on Charles D. Harris, presi- 
dent of the Illinois Master Plumbers’ Association. Mr. 
Harris has been a member of the Central South Side Sani- 
tary Club since its inception, and the members gave him 
an ovation as he rose to address them for the first time as 
the leader of the state organization. In a brief talk he 
thanked them for their support in all state undertakings 
during the time he was a member of the board of di- 
rectors, and asked for their continued cooperation. He 
said that, although he plans on giving most of his time 
to state work, he will always have the interests of his, as 
well as all other, local organizations at heart. 

Others who gave short talks were Clarence Bolton, sec- 
retary of the state association; H. J. Millis, president of 
the Southern Cook County Master Plumbers’ Association; 
John Delehant, president of the South Side Sanitary Club 
of Chicago; William Redieske, Imperial Brass Mfg. Co., 
Chicago; William Hildeman of Heights, past 
president of the Illinois state association; J. W. Cannon, 
president of the Plumbing Contractors Association of Chi- 
cago; E. J. Benning, Chas. W. Alcock, E. C. Wagner, Peter 
M. Munn, secretary of the Chicago association, Charles 
Watson, and F. A. White of ‘‘Domestic Engineering.” It 
was announced that over three hundred reservations had 
for the dinner dance to be given by the 
Ladies Auxiliary of the South Side Master Plumbers Club 
on February 11. 


several 





George J. Feldkamp 


Chicago 


been received 


MANHATTAN MASTERS AND LADIES ENJOY BEEF- 
STEAK DINNER 

The second annual beefsteak dinner of the Manhattan 

branch Association of Master Plumbers of the City of New 

‘York was held at the Building Trades Employers Associa- 

tion rooms, 34 West 33rd street, New York City, Wednes- 
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day evening, January 26. This year the affair was planned 
to include !adies, and was naturally much more colorful 
than the stag that was held in 1926. Edward Healy was 
chairman of the entertainment committee, with Secretary 
Joseph Spellman as his chief of staff, and they had ar- 
ranged an entertainment that met with the enthusiastic 
approval of the 150 present, all of these being members 
of the association and their ladies. 

“No speeches” was the promise made to the dignitaries 
of the branch when the affair was first discussed, and the 
promise was followed out. Thus, Chairman of the Board 
of Governors Frank B. Lasette and his vice chairman, 
Thomas P. McLoughlin; Jere L. Murphy, Frank J. Fee, 
and the rest of the prominent members who usually have 
to talk, were permitted to enjoy the delicious viands 
served by James Forbes’ assistants without thinking of 
the task to come. 

One of the features of the evening was the presence of 
Harry Armstrong, composer of the old favorite ‘‘Sweet 
Adeline.”” Mr. Armstrong, after singing the song almost 
every plumber knows, called upon the gathering to join 
him in the chorus, with a resultant burst of melody that 
made the “welkin ring.’’ Another feature was a humorist 
named Gallagher, who entertained with songs and witty 
stories. The evening closed with dancing. 





NEW JERSEY MASTERS ORGANIZE ACCOUNTING 
CLASSES 

Walter Grub, president of the New Jersey State Associ- 
ation of Master Plumbers, points with pride to the number 
of accounting classes organized among local associations 
in that state during the month of January, through the 
cooperation of W. C. DeBold of the Trade Extension Bu- 
reau. During January Mr. DeBold made talks on account- 
ing before the associations at Clifton, Jersey City, South 
Bergen, West Hudson, Morristown, Plainfield, North Hud- 
son, Metuchen, Elizabeth, Camden, Atlantic City, Trenton 
and Englewood, and organized classes at Jersey City, 
Plainfield, North Hudson, Elizabeth, Camden, Trenton and 
<nglewood, while Metuchen masters agreed to join the 
Plainfield class, and Atlantic City is expected to form a 
class soon. The Bureau has agreed to have Mr. DeBold 
stay in New Jersey until March 4, and further meetings at 
New Brunswick, Orange, South River, Paterson, Mont- 
clair and Passaic have been arranged. Ira Morris, execu- 
tive secretary of the Newark Master Plumbers’ Associa- 
tion, has been assisting Mr. DeBold in his work. 





RICHMOND, VA., ASSOCIATION SHOWS GAINS OVER 
LAST YEAR 

Encouraging reports are received from the Master 
Plumbers and Heating Association of Richmond, Va., Inc., 
where M. L. Longworth, chairman of the “sign-up’’ com- 
mittee, states that the total number of members who have 
signed up on a monthly basis is greater than at this time 
last year, despite the fact that there are many masters yet 
to be interviewed. The special educational meeting of 
the association, held recently, was attended by approxi- 
mately 60 members of the trade, including non-members 
and wholesalers. 


TRENTON ACCOUNTING CLASS QUOTA NEARLY 


COMPLETED 
Twenty-two members of the Master Plumbers’ Associa- 
tion of Trenton, N. J., have joined the new accounting and 


business efficiency class, organized under the direction of 
the Trade Extension Bureau, Secretary Ira C. Hendrickson 
announces. Membership in the class is limited to 30, and 
the first eight men who apply for membership will be ac- 
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cepted. The educational committee of the association has 
a special feature for the meeting of February 16. The 
John Wood Mfg. Co., Conshohocken, Pa., will give a dem- 
onstration and talk explaining the products manufactured 
by that concern. 





MARYLAND ASSOCIATION ELECTS NINE NEW 
MEMBERS 


Nine master plumbers were admitted to membership in 
the Master Plumbers’ Association of Maryland at Balti- 
more at the semi-monthly meeting, January 27. They 
were Elmer J. Hammel, Gus Wirth, Arthur S. Fitch, J. 
Milton Jacobs, Charles F. Jacob, Henry Voltz, all of Balti- 
more; F. G. Kolk, of Long Green, Md., and Leroy J. and 
Ira J. Nichols, of Federalsburg, Md. 

A committee from the Master Plumbers’ Association of 
Baltimore, an organization formed several years ago by 
Jewish master plumbers, attended the meeting. Their 
spokesman invited the state association to appoint a com- 


. mittee to consult with them on ways and means of bring- 


ing about closer cooperation between the two organiza- 
tions. It was decided to appoint such a committee at the 
next meeting. 





NEW YORK MASTERS INAUGURATE SYSTEM TO 
CHECK TOOL LOSSES 


An intelligence service has been inaugurated by the 
Manhattan branch of the Association of Master Plumbers 
of New York City, with Executive Manager A. A. Alles in 
charge. This service has as its object the lessening or 
prevention of thefts of tools and materials from members 
of the association. These thefts, while generally in com- 
paratively small amounts, accounted for a large sum of 
money in the aggregate, and members felt that something 
should be done to stop the serious leakage. The service 
has been extended to the careful checking up of every 
reported or suspected loss, and, among other things, 
a system of properly cataloging all employes found dis- 
honest hAs been worked out. In this way light fingered 
employes will not victimize one master after another, as 
has sometimes been the case. Mr. Alles requests all 
members who are losing material or tools to communicate 
with him at the association offices, 1819 Broadway, and 
the service will be explained to them. 





MANHATTAN MASTERS ANNOUNCE COMMITTEES 
FOR 1927 

The standing committees for 1927 have been announced 
by the Board of Governors of the Manhattan Branch 
Association of Master Plumbers of the City of New York. 
They are as follows: Apprenticeship: Charles Murphy, 
Richard Anderson, Henry H. Berg, M. C. Cregan, M. 
Jarcho.—Arbitration: P. F. Kenny, John R. Hopkin, J. 
Jarcho, Jere L. Murphy, Philip Weinseimer.—Arrears: 
George W. Klute, George M. Rittenhouse, Richard Tretler. 
-—Auditing: Charles Ericson, Philip Brady, Robert A. 
Higgins.—Entertainment: Thomas J. Dorsey, Philip 
Brady, Andrew I. Green, T. W. Kenny, Edward McGovern, 
Malcolm Walsh.—Department: P. F. Kenny, F. W. Fred- 
erickson, Edward J. Healy, Emanuel Kalish.—Joint exam- 
ining board: William J. Conklin for Manhattan and N. 
Klippels, Jr., for the Bronx.—Law: John Lasette, John 
F. Birch, William H. Campbell, Joseph M. Kandel.—Con- 
ference: William Lawrence, Philip Eich, August Hansen, 
John Reiff, William Thompson.—Sick Committee: Wil- 
liam Young, James Lawlor, Hugh M. Taylor.—Trade 
school: Jere L. Murphy, F. A. McConnell, F. M. Mc- 
Loughlin, William J. O’Donnell.—Welfare: John D 
Cooley, Ignatz Goldberger and John F. Koop. 
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YORK MASTER PLUMBERS’ ASSOCIATION ENTER- 
TAINS MANY GUESTS AT SIXTH ANNUAL 
BANQUET AND BALL 

Nearly 350 guests and members of the York Master 
Plumbers’ Association attended the sixth annual banquet 
and ball of that organization which was held in the gaily 
festooned ballroom of the Alcazar hotel, in York, Pa., on 
Thursday evening, January 27. During the meal the 
diners were entertained by a famous ladies’ orchestra 
from Baltimore, and by a blackface comedian of local 
fame. Large delegations were present from Harrisburg, 
Reading and Lancaster, and a number of city officials also 
attended. 

C. F. Troutwine, past state president of the Pennsyl- 
vania association, acted as toastmaster and, following the 
banquet, he introduced Mayor E. S. Hugentugler of York 
who was the speaker of the evening, and also welcomed 
the visitors. James Lutz, of Harrisburg, president of the 
state association, followed the mayor, and recounted the 
forty-four years of progress since the formation of the 
National Association of Master Plumbers, and the large 
part the Pennsylvania association has played in the 
success of the national body during the thirty-four years 
of the former’s existence. 

Harry Hammersla of Harrisburg, state secretary, an- 
nounced that the state convention would be held in that 
city on May 17 and 18, and invited all of the members 
of the association to be present. The convention this 
year, he stated, is expected to be the largest in the his- 
tory of the state organization, and he outlined part of the 
proposed program. J. R. Lessler, president of the Lan- 
caster Master Plumbers’ Association; J. DeHart, president 
of the Reading organization; Earl Faust, president of the 
Harrisburg association, and M. C. Lanius, newly elected 
president of the York association, made short addresses. 
State President James Lutz was presented with a large 
bouquet of flowers by the York Ladies’ Auxiliary, as was 
James Simmons, past president of the York association. 

After the dinner and the speechmaking, the floor was 
cleared, and dancing was enjoyed. For those who did 
not dance, other attractions were staged on the balcony 
of the ballroom. 

James Seacrist, Frank Behler, Eugene Wise, C. W. 
Brown, H. Hoffman, E. Selak and P. H. Smith comprised 
the committee in charge of the affair. 





LOS ANGELES ADVERTISING CAMPAIGN PLANNED 
TO PROMOTE CERTIFIED HEATING 

Plans for g.eeneral publicity and advertising campaign 
to be waged through the medium of the press to en- 
courage installation of certified heating, ventilating and 
piping jobs in Southern California have been worked out 
and will soon be put into working order by the Los 
Angeles B. T. U. Club and the Heating and Piping Con- 
tractors’ Association working in conjunction with one 
another. This was the outstanding development of work 
brought forth at the last regular meeting and dinner of 
the B. T. U. Club at which members of the Heating and 
Piping Contractors’ Association were guests. 

President John W. Crawford of the B. T. U. Club stated 
that at no time in the history of his selling experience 
in Southern California were prospects better for carrying 
into effect the extensive advertising plan to bring about 
installation of certified heating, ventilating and piping. 

In a smaller way, but not in the newspapers, the heating 
and piping contractors have tried to induce builders to 
use certified products installed by reputable contrac- 
tors, for the last few years. Now that a concerted drive 
is on, however, it is expected that fully ninety per cent 
of the large construction jobs will carry the certified sign. 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or clase of 
or after flushing. 


service. 
Write for catalog. @ 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 








Protection 
, | and 
“\ Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


v MSDONNELL & MILLER ;,) 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y. 
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PNEUMATIC — STORAGE — SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 








The Guaranteed Heat 
Regulator 

The Stevens Automatic Damper is 

guaranteed to give satisfaction. It 

will save fuel, and save the heater. 

It’s simple and efficient. 


Write today for full details. 

















STEVENS SPECIALTY CO. ¥ NY. 
ZO Cortiandt St. New Yor N.Y : 
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TEXAS ASSOCIATION ROUNDS OUT GOOD YEAR 

Phe year just closed was one of the most progressive 
and successful in the history of the Associated Master 
Plumbers of Texas, according to R. G. Thomas, president. 
More constructive association work was accomplished than 
ever before. 

“Both before and since the convention held in San 
Antonio, the affairs of the association have shown steady 
progress along constructive lines,’’ Mr. Thomas explained. 
“More new members have been taken into the state asso- 
ciation than in any previous year, more local associa- 
tions have followed out progressive programs, we have 
been able to render greater assistance to the small-town 
shops, and they have shown a greater interest in asso- 
ciation affairs. 

“The trip made by Colonel W. G. Archer of the Na- 
tional Trade Extension Bureau did more real good than 
anything of its kind heretofore. More real public in- 
terest was aroused in plumbing and sanitation than we 
have ever previously experienced. Such work does more 
good for state and local associations than anything else 
of its kind. 

“Our local associations are in excellent condition. We 
have an association in Fort Worth which could be readily 
accepted as a standard for local associations. Under the 
leadership of its business manager, Mr. Denning, it has 
done more for the individual members and the plumbing 
industry as a whole than any association of its kind that 
has come to my attention. 

‘“‘Houston has incorporated its association and is follow- 
ing in the steps of Fort Worth. San Antonio has em- 
ployed a paid business manager, Mr. Zeigle, and offices 
have been opened in the Builders Exchange building. This 
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association too, will incorporate within a short time. The 
Dallas association is doing some wonderful work and has 
rounded out a good year. Several of the branches of the 
Ladies’ Auxiliaries have been reorganized and are now 
functioning. 

“The small associations are doing excellent work. 
Amarillo has made much progress during the oil boom 
which has struck the Panhandle. Other associations are 
holding regular meetings and are mapping out regular 
programs of achievement. 

“T have made several trips about the state during the 
past year in the interests of the association, and each 
trip has proven a profitable and satisfactory one. 

“While the plan to employ a manager for the state 
association, adopted at the convention in San Antonio, has 
not yet developed into a definite thing, I expect that this 
will be accomplished at the convention in Fort Worth. 

“Business during the past year has been good over the 
entire state, because of the heavy building program. The 
plumbing industry in this state as a whole has enjoyed a 
very profitable year, and I anticipate another good year 
for 1927. We are making plans accordingly.”’ 





AWARDED CARNEGIE MEDAL 

The beneficiaries of George A. Branard, Sr., former 
member of the Associated Master Plumbers of Houston, 
Texas, have recently been awarded a Carnegie medal by 
the trustees of the Carnegie Fund. Mr. Branard was 
killed about two years ago in a heroic attempt to rescue 
his helper who was making an inspection of a sewer line 
and was overcome by sewer gas. In his struggles to raise 
the other man Mr. Branard was also overcome by the gas 
and both men died before help could reach them. 
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MEDFORD MASTER PLUMBERS FORM ASSOCIATION | 


At a meeting held on Wednesday evening, January 26, 
at G. A. R. Hall, 52 High street, Medford, Mass., attended, 
despite the severe cold weather of that evening, by prac- 
tically all representative master plumbers of that city, 
the Master Plumbers’ Association of Medford was or- 
ganized. 

The association was addressed by Wallace T. Wordell, 
president of the Massachusetts State Association of Master 
Plumbers, as well as by E. Baker, executive secretary of 
the State Association. J. Preston Perham, apprenticeship 
commissioner of the state, also spoke. 

William H. Browne of Browne & Fay was elected presi- 
dent; Albert F. Vye was elected vice president; John J. 


-Curtin of Andrew F. Curtin & Sons, secretary; Luke 


Bresnahan, treasurer. The officers were made ex-officio 
members of all committees, assisted by K. P. Palmer and 
L. E. Fitzpatrick on the matter of making by-laws, and 
Otto Neilson and Gus Bosseiman on organization. 

An invitation is to be extended to Ed. P. Frazier, plumb- 
ing inspector, to address the members at the next meeting, 
so that the association may co-operate with him in all 
matters pertaining to public health and of general interest 
to the plumbing industry of Medford. 

A lunch was served, at which Thomas Frazier of the 
Tellsway Plumbing Co. recited some amusing stories, and 
several duets by Wm. H. Browne and John J. Fay were 
enjoyed. The next meeting of the association will be held 
on Tuesday, February 15, at which a buffet luncheon will 
be served. 





PORTLAND VOCATIONAL SCHOOLS REPORT SATIS- 
FACTORY PROGRESS 

The Vocational Schools of Portland, Oregon, have added 
a new division known as ‘‘Steam and Operating Engi- 
neers.”’ Although this was at first a tentative program 
until it could be determined whether interest would be 
manifest, there are now 32 students enrolled. The classes 
are held Monday morning and Monday night and Friday 
morning and Friday night. This gives the boys who are 
employed on night shifts the same opportunity that the 
day workers have, and the course is one seemingly most 
highly appreciated. 

The plumbing department this year has 38 enrolled. Of 
this number seven are first or second year apprentices, 
fifteen are journeymen taking the night course and the 
remainder are third, fourth and fifth year students. Many 
of these boys now have a neat little bank account which 
has accumulated from what their employers have paid to 
their credit for their services while enrolled in the ap- 
prenticeship school. This will be turned over to them when 
they have completed the five year course. The January 
examinations have just been completed. 





SAN FERNANDO P. AND H. CLUB HOLDS DINNER 
DANCE 

A delightful dinner dance meeting was held by the 
San Fernando Valley (California) Plumbing and Heating 
Club at the Mission Log Stockade on San Fernando Road, 
Tuesday, January 18. A fine chicken dinner was served 
followed by the dance. These organization meetings are 
held twice monthly. Thomas LaVelle of Lankershim is 
president, and the club is enjoying a very successful year. 
The secretary is Wayne Jones of San Fernando. 





Harold A. Best has moved his plumbing business to 
608 Walnut street, Allentown, Pa. 

C. H. Cronin, Inc., has moved it plumbing business 
from 91 Charles street, to 14 Byron street, Boston, Mass. 











PIPE CUTTING AND 
THREADING MACHINES 


ECONOMY because the first cost is low and the 
operating cost is a minimum. Many machines 
pay for themselves on one job alone. 


SPEED because semi-skilled operators can get 
maximum production due to the simple operation. 
Automatic features save time and labor. 


RELIABILITY because this is the product of a 
half century of progress in building such ma- 
chinery. Constant improvement but still using 
the common sense method of threading. 


INVESTIGATE 


There is a model for your 
needs. 


Complete Line 
Hand-Belt Electric 


Ranges 14-2” 
up to 8-16” 


The Curtis & Curtis 
Company 


318 Garden Street 
No. 437 Range 4-3 inches BRIDGEPORT CONN. 


Direct-connected Electric 


Most Threads Per Dollar Invested 
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2500-gallon-an-hour capacity. 

Light enough for your tool kit. 

Operates from any light socket. 

Fully automatic and noiseless. 

Carry it on the job—sells on sight. 
Write for literature. 


STARK PUMP COMPANY 
17128 Mt. Elliott Ave. Detroit, Mich. 


Stark 


Automatic Electric Basement Drainers 























Stop pipe thread leaks 
with SMooTH-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 






UICK, easy, cheap 
Holds for the life: of 
the line—any pressure, any 
temperature, iron, brass, or : 
copper pipe. Get Smooth-On Clamps and Smooth-On 
No. 1 from nearest supply house or from us. 
Write for the free Smooth-On Handbvok. 


SMOOTH-ON MFG. CO. 
Dept.12, 574 Communipaw Ave., Jersey City, N. J. 




















does it 
better 


The 


Franklin 


























Because of superior design the Franklin 
Grease trap will do the work more effec- 








tively than inferior makes. 


R. ESTABROOK’S SONS 
204 First St. So. Boston, Mass. 

















RADIATOR HANGER 


Homes, schools, offices and pub- 

lic buildings, hospitals—all are 

now using sanitary legless radia- 

tors—hung from the walls with 
E-Z HANGERS. 


Healy-Ruff Company 


Style R 
770 Hampden Ave., St. Paul, Minn. 
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JAPANESE FIRM ENTERS PLUMBING, HEATING AND 
VENTILATING FIELD 

The Osaka Ventilating Company, Itachibori Building, 
Osaka, Japan, recently announced its entrance into the 
field of plumbing, heating and ventilating. In a recent 
letter they pay respect to the members of the American 
Society of Heating and Ventilating Engineers, and hope 
that members of that organization and other associations 
will remember that they are engaged in the same kind 
of work on the other side of the world, and are inspired 
by the same ideals that have been responsible for the re- 
markable growth of these associations. 

They solicit the co-operation and assistance of the 
manufacturers and engineers, and craftsmen in this 
country, and state that this assistance is very much 
needed in the development of their business. They be- 
lieve that such a contact will be of mutual benefit. 





SAN ANTONIO MASTERS ELECT OFFICERS 

The Master Plumbers’ Association of San Antonio, 
Texas, elected new officers together with a board of di- 
rectors at a meeting in association headquarters in the 
Builders Exchange building recently. Those elected to 
office were: W. P. Shafer, president; E. A. Rhodius, vice 
president; David McNair, treasurer, and A. A. Ellis, ser- 
geant-at-arms. C. M. Zeigle, recently of Fort Worth, who 
has been engaged as business manager of the association, 
holds the position of secretary. The new board of di- 
rectors includes the following members: W. P. Shafer, 
C. J. Ormond, J. B. Hudson, J. C. Kirkwood, A. A. Sacks, 
O. J. Vick and A. M. Seffel. 

The association has been completely reorganized with 
headquarters opened on the second floor of the Builders 
Exchange building, where a suite of rooms has been en- 
gaged. These include an office for Mr. Zeigle, a private 
room for his secretary, and a meeting hall in which well- 
attended weekly meetings are being held. A constitution 
and by-laws have been drawn up and approved. 


Women’s eA uxiliaries 


Bradenton Auxiliary Active Socially 

The Women’s Auxiliary of Bradenton, Fla., was recently 
entertained at the home of Mr. and Mrs. S. H. Klemen- 
strug. Refreshments were served and an enjoyable evening 
was spent. The auxiliary plans to hold a social evening 
on the third Friday of each month. Dancing, games and 
card playing will be the diversions at these affairs, and 
refreshments will be served. 


York, Pa., Auxiliary Holds Luncheon Meeting 
The Women’s Auxiliary of York, Pa., held its January 
meeting at the home of Mrs. R. J. Behler. Mrs. Philip 
H. Smith presided at the business meeting, which was 
followed by an appetizing luncheon served by Mrs. Behler. 
The rest of the afternoon was spent at cards, 


Orlando Auxiliary Given Banquet 

Members of the Women’s Auxiliary of Orlando, Fla., 
were guests of the Master Plumbers’ Association at a ban- 
quet given recently at the Ange Built Hotel. The address 
of Mrs. J. D. Sherman, president of the General Federation 
of Women’s Clubs, before the recent meeting of the Cen- 
tral Supply Association, was read by Mrs. D. W. Bowers. 
Mrs. F. R. Fanning, president of the Auxiliary, made an 
interesting talk. The evening was greatly enjoyed by all. 

At the January business meeting of the Orlando auxili- 
ary it was decided to send a substantial amount to the 
national scholarship fund. A letter was sent to O. W. 


Rish, the newly elected president of the Master Plumbers’ 
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Association, in appreciation of his cooperation with the 
auxiliary. Mr. Rish had previously sent a letter to the 
auxiliary expressing his desire that the two organizations 
might continue to work together for the good of the 
industry. 

The visiting committee reported that flowers had been 
sent to two members who were ill. The next meeting was 
to be held at the home of Mrs. Leo O. Lemire. 

Oakland, Berkeley and Alameda Auxiliary Elects Officers 

The Ladies’ Auxiliary of the Oakland, Berkeley and 
Alameda (Calif.) Master Plumbers’ Association recently 
held its annual meeting and elected the following officers: 
Mrs. J. Rankin, president; Mrs. J. B. Morse, treasurer, 
and Mrs. V. L. Aikins, secretary. A vote of thanks was 
given to the retiring officers, Mesdames Oscar Zeis, Charles 
Diefenbacher and B. Schullerts. 

Portland, Oregon, Auxiliary to Hold Card Party 

The Women’s Auxiliary of Portland, Oregon, is planning 
to hold a card party at the home of Mr. and Mrs. George 
Kendall, on February 28. Local master plumbers, their 
families and friends will attend. The January meeting of 
the auxiliary was also held at the home of Mrs. Kendall. 

Denver Auxiliary Holds Luncheon Meeting 

The Denver, Colo., Women’s Auxiliary to the Master 
Plumbers’ Association met at the home of Mrs. F. X. 
Bordeau, on January 27. Luncheon was served by the 
hostess, after which a business meeting was held. The 
rest of the afternoon was spent at cards. The next meet- 
ing will be an evening card party for members and their 
husbands. 


Jamestown, N. Y., Auxiliary to Give Valentine Party 


The Women’s Auxiliary of Jamestown, N. Y., was en- 
tertained by Mrs. E. A. Keith, 54 Pershing avenue, on 
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Wednesday afternoon, January 19. At the business ses- 
sion it was decided to hold the next meeting in the form of 
a valentine dinner in honor of the men of the Master 
Plumbers’ Association, the affair to take place Wednes- 
day, February 16. The committee in charge of the ar- 
rangements for the dinner is composed of Mrs. Walter 
Tordoff and Mrs. Fred Asker. 

Minneapolis Auxiliary Celebrates First Anniversary 

The Women’s Auxiliary to the Minneapolis Retail 
Plumbers’ Association celebrated its first anniversary on 
Saturday evening, January 22, by holding a “kid party”’ 
to which members and their husbands came dressed as 
boys and girls. Prizes were awarded to those who acted 
their parts the best, Mrs. R. E. Arthurs winning first prize. 
Children’s games were played, after which refreshments 
were served. Mrs. R. Berg acted as hostess, with Mes- 
dames H. Karkhoff, V. E. Beaudry, O. Johnson, W. F. 
Christiansen and O. Bergerson, as assisting hostesses. 

The Auxiliary was entertained by Mrs. Karkhoff on Jan- 
uary 18 at an afternoon card party in the sun room of 
the Curtis Hotel. Bridge was played until 4 p. m., after 
which refreshments were served. 

Meeting of Newton, Mass., Auxiliary 

A meeting of the Women’s Auxiliary of Newton, Mass., 
was held January 13 at the home of Mrs. Thomas N. 
Hickey. Cards were played after the conclusion of the 
business meeting, and later in the evening the master 
plumbers joined the gathering and refreshments were 
served. 


Preliminary plans are being made by L. E. Fite & Co., 
realtors in San Antonio, Tex., for the construction of 150 


homes during the current year. 
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A. L. SWETT IRON WORKS 


MERIT 
Over Half 


a Century 


Anyone can make a reputation for a day; but it’s reputation over a 
period of time that counts. Swett plumbing specialties have main- 
tained a high reputation with good plumbers for more than fifty years, 
and—more significant—that reputation is spreading yearly to a large 
number. When you say “‘Swett” to your jobber you establish your- 
self at once as a discriminating craftsman. And the trouble-proof 
service Swett Specialties perform will set you right with your customer. 


Send for our catalog describing the Swett line in detail. 
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USE A 


CROWN 


POST VISE 


(Patented) 
And Save Time on the Job 


It does away with a bench. It has no lag screws. 
It wraps around any post. It has no hooks to break. 
It has a hole in center to It has no bolts to fasten. 
keep it solid. It is an ever handy tool. 
Order one today through your local jobber 
CROWN DIE & TOOL CO. 
2636 North Keeler Ave., CHICAGO 


CROWN PIPE DIES CUT PERFECT PIPE THREADS 











San-Equip Septic Tanks 


Pay big profits and make 
friends for the forward 
looking plumber. Every 
San-Equip that you in- 
stall will bring you added 
income, not only on the 
installation itself but in 
future plumbing work. 







Write Today 
for Details 


And you'll have no costly service 
work eating into your profits 
either. 


CHEMICAL TOILET CORP. 
E. Brighton Ave. Syracuse, N. Y. 




















WRITE TODAY 
FOR 


Literature and 
Prices and our lib- 
eral Dealer Discount ~ 
on the biggest sell- } 
ing sink ever built | 
for Homes and~ 
Apartments. 


The D. A. EBINGER 
SANITARY MFG. CO. 
200 Lucas Street 
COLUMBUS, OHIO 

















Write for 
Catalog 


Armstrong Bros. 


ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 


323 N. Francisco Ave. Chicago, U. S. A. 
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This &° T. hat, EI cre &°T here 


Plans for four buildings aggregating a cost of more 
than $500,000 are being prepared by John W. Maloney, 
and his associate architect, F. W. Bockerman, of Yakima, 
Washington. Plans for the $250,000 junior high school 
will be ready for contractors’ figures March 1; awards will 
soon be made on a $150,000 apartment house to be built 
at East Yakima avenue and BHighth street; bids will be 
asked in February on the Wapato Junior high school to 
cost $70,000; and bids for the fourth structure, a $35,000 
school for the Fruitvale-Canyon district, will be called for 
about March 15. 

The Standard Plumbing Co., Portland, Ore., secured the 
plumbing contract on the new $60,000 apartment house 
to be built by S. F. Henderson, Inc. The Kendall Heating 
Co. has the heating contract on this building. 

The new Federal building at Klamath Falls, Ore., will 
cost $180,000 instead of $130,000, according to word just 
reaching that city from Washington, D. C. 


The Quest & Smith Plumbing & Heating Company, 411 
W. Fifth street, Waterloo, Iowa, with a bid of $22,177, 
was low bidder on plumbing, steam heating and ven- 
tilating for the Orpheum theater building to be built at 
Fourth avenue and Commercial street in that city. 

Bids will be received by C. T. O’Farrell, secretary of the 
board of education of Everly, Iowa, until March 3, for the 
general contract, plumbing and steam heating on the new 
2-story school which is to be built in that city at a cost 
of $100,000. Keffer & Jones, 204 Masonic Temple, Des 
Moines, Iowa, are the architects. 

Bids will be received by H. E. Pride, secretary of the 
Iowa State College Memorial Union, Ames, Iowa, until 
February 15, for the general contract, plumbing, steam 
heating and electrical work on the memorial union build- 
ing to be built in that city at a cost of $600,000. Proud- 
foot, Rawson & Souers, 810 Hubbell building, Des Moines, 
Iowa, are the architects. 


Bids will soon be taken on a three-story, 44x68 addition 
to the Union hospital at New Ulm, Minn., to cost $75,000. 
C. A. Heers, New Ulm, is the architect. 

A four-story, 50x300 dormitory building will be built 
by the St. Theresa College at Winona, Minn. C. H. 
Johnston, 360 Robert street, St. Paul, Minn., is the 

| 
architect. 

Plans are being prepared by Architects S. L. Hyman 
and A. A. Appleton, 68 Post street, San Francisco, for 
the $600,000, 10-story and basement, reinforced concrete 
medical building to be erected at 11th and L streets, 
Sacramento, Calif. 


The Alaska Plumbing & Heating Company, Portland, 
Oregon, is installing plumbing in six new residences for 
J. Gislason on Denver avenue, and in several residences 
for the Bungalow Finance Company on East Sixty-fourth 
and East Sixty-sixth streets, North. 

The Northwestern Electric Company, Portland, Oregon, 
includes in its financial budget for 1927 an item of 
$61,000 for improving and extending its heating service 
in the downtown business section. Reinsulation of the 
present heating mains will cost $16,000, extensions of the 
heating district will cost $25,000 and the betterment of 
consumers’ equipment will amount to $20,000. 


Bids will be called before March 1 on the proposed new 
high school for Lewiston, Idaho, to cost $250,000, accord- 
ing to E. W. Wing, clerk of the school board. An addition 
to the Orchard Tracts school building is also proposed by 
the board, which is to cost $25,000. 
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Exhibit of the Wolverine Brass Works, of Grand Rapids, 
Mich., at the recent convention of the Illinois Master Plumb- 
ers’ Association at Springfield 


The Houston Amusement Park, Inc., of Houston, Texas, 
has announced plans for the construction of an amusement 
park near the city to include a dancing hall, night club, 
swimming pool, cabaret and other buildings and attrac- 
tions, the total cost of the work to be $450,000. The con- 
struction will be of brick, stucco and hollow tile. Plans 
are being prepared by Brickey, Wiggins & Brickey, archi- 
tects in the State National Bank building of Houston. 

The C. O. Smith Plumbing Co., 4025 Forest Park ave- 
nue, St. Louis, Mo., has been awarded the plumbing con- 
tract on the mammal building at the Zoological Garden, 
Forest Park, St. Louis, Mo. 

C. Daniels, Cordell, Okla., has been awarded the plumb- 
ing contract on the $40,000 remodeling job on the school 
in Cordell, Okla. 
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The Barber Plumbing Co., 906 San Jacinto street, Hous- 
ton, Texas, has been awarded the plumbing and heating 
contracts on the remodeling of the court house in that 
city. 

The South Park School Board of Beaumont, Texas, will 
open bids about February 21 for the construction of a 
two-story, brick, hollow tile, steel frame school building, 
250x95 ft., and having 14 classrooms, auditorium, gym- 
nasium, locker rooms, ete. Livesay & Wiedemann of the 
San Jacinto Life building are the architects. 

The trustees of the Independent School District at Stiles, 
Texas, are considering preliminary plans for the erection 
of school buildings at Stiles and Big Lake. A bond issue 
of $100,000 has been planned and will be voted upon in 
February. 

A. KE. Trimble of Fort Worth, Texas, has been awarded 
the plumbing contract on the building for the City Recre- 
ation Department. The general contract on this structure 
was let to West & Womack at $50,088. 

The general contract for the construction of an eleven- 
story and basement office building in Houston, Texas, has 
been awarded to the Churchill-Humphrey Co. of that city. 
The work is being executed for a corporation headed by 
J. M. Burt of Houston, and will cost $400,000. 

Jud & Ormond of San Antonio, Texas, have been 
awarded the plumbing and heating contracts on the high 
school at McAllen, their bid being a combined figure of 


$18,630. 


J. A. Petty & Sons of New Orleans, La., with a bid of 
$66,551, have been awarded the contract for the con- 
struction of the Audubon Park concrete swimming pool. 
The pool will be 225 ft. long and 150 ft. wide, with a 
maximum depth of 9 ft. 


















































Spring Means Water 


The “Merion” will build a nice business 
for you if you will just give it a chance. 


Write us for sales helps and also let us 


tell you what many other master plumb- 
ers are doing with the “Merion.” 


JOHN WOOD MEG. CO. 


Heater Sales 


CONSHOHOCKEN, PA. 
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Architect Albert M. Allen, Lumber Exchange building, 
Seattle, Wash., will soon call for bids on a proposed two- 
story store and apartment building to be built at Thirty- 
first avenue and Yesler Way. It will contain four stores 
and seven apartments. 

Architect F. Stanley Piper, of Bellingham, Wash., has 
completed plans for remodeling the Great Northern depot 
at a cost of $30,000. 

Williams & Gibson, Portland, Oregon, have been 
awarded the plumbing and heating contracts on the office 
building and warehouse to be built for the Sprouse-Reitz 
Company. This company is now installing plumbing in the 
50-suite apartment house for R. H. Griffith of the Peerless 
Pacific Company. 

The J. F. Shea Company, Portland, Oregon, has the 
plumbing contracts on four residences to be built by the 
Matot Construction Company. 


William F. Bunce, Portland, Oregon, has received the 
contract for the plumbing installation in the new $30,000 
auditorium for the Convent of the Holy Child. 

Capitol Hill Plumbing Company is installing plumbing 
in a new residence for J. R. Caples at 636 East Thirty- 
seventh street, North, Portland, Oregon. 

The Puget Sound Telephone Company, according to a 
statement of Vice President Charles M. Twelves, who is 
superintendent of the plant at Everett, Wash., will en- 
gage in an extensive building program both in Everett and 
throughout the county. A number of new buildings will 
be erected to house the small town exchanges during the 
vear, and considerable remodeling of the larger existing 
structures may also be made. 

The Sherman Hotel Company, Sherman, Tex., has let 
a contract for a 108-room hotel in that city. 
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The West Texas Utilities Co., of Abilene, Texas, has 
had plans prepared for a two-story office building which 
will cost about $50,000. 

The Pacific Heating Company has the heating contract 
on a $65,000 apartment house at 624 Johnson street, 
Portland, Oregon. Otto Schultz has the plumbing con- 
tract on this structure. : 

Improvements to the amount of $28,000 will be made 
on the sewer system on the campus of Washington State 
College at Pullman. J. C. Stevens, of the firm of Stevens 
& Koon, consulting engineers with offices in the Spalding 
building, Portland, has been in Pullman conferring with 
college authorities. 

The Citizens National Bank of The Dalles, Oregon, 
will build a new $30,000 structure, two stories high. 
W. R. Grant, architect of Seattle, is preparing the plans. 


A new Girls’ Polytechnic school has been authorized 
by the school board of Portland, Oregon, to cost $360,000. 
George H. Jones will start work on plans at once. It will 
be three stories, of concrete and brick, and will include 
a gymnasium and an auditorium. 


The Oregon Building Congress, which is affiliated with 
the National Congress of Building and Construction, com- 
posed of 425 prominent members from many trades, is 
sponsoring a measure at the legislature for a state build- 
ing code. At present there is no building regulation out- 
side of the larger cities, 


Stark Davis Company, Portland, Oregon, is installing 
plumbing in a large residence being built by Hiller 
Prothers at 1091 Westover Road. 

Alex Davidson, Amarillo, Tex., has awarded the general 
contract for a 600-room hotel to cost $1,950,000 in that 
city. 











‘*Holyoke”’ Auxiliary Heaters are 
furnished with either 1" female 
or 34," male unions. 


Best designed Auxiliary Heater obtainable. 
| joints — impossible for rust or sediment 


_ HOLYOKE HEATER COMPANY 





“HOLYOKE” HEATERS 
WIN GOLD MEDAL 


Sesqui-Centennial International Exposition 





PLUMBERS! WRITE FOR OUR SPECIAL 
FREE AUXILIARY HEATER OFFER! 


Let us help you make quick profits on Holyoke Heaters 


at the 








Equipped with Brass Unions insuring perfect 
to collect —- an exclusive Holyoke feature. 


| 
$3 33 Holyoke, Mass. 


























Fek 


wil 
fift 
Col 


Th 


en 
of 




















February 12, 1927 


The Portland Amusement Company, Portland, Oregon, 
will build a two-story office and theater building at Forty- 
fifth street and- Woodstock avenue, according to D. Solis 
Cohen, Jr., of that company. R. J. Grace is the designer. 
The cost will be $80,000. Bids will not be called for 
several weeks. 

Two additional fireproof stories will be added to the 
Davenport apartment located at Fifth avenue and Vine 
street, Seattle, Wash., by Henry Bittman, architect and 
engineer, with offices in the Securities building. The cost 
will be approximately $85,000. The Davenport now has 
77 apartments and it is planned to add 28 more suites 
in the proposed addition. 

Schack, Young & Mayers, architects and engineers in 
the Central building, Seattle, Wash., will award contracts 
within a few days for an office building 40x103 ft., of fire- 
proof construction, at 4536 University Way, for A. D. 
Shirreff, 

The Marysville (Calif.) high school district, Yuba 
county, is receiving bids for plumbing and heating work 
on the new $400,000 high school building. 

C. P. Brennan, of 218 Thayer street, Providence, R. I., 
a member of the Providence Master Plumbers’ Association, 
entertains that organization at dinner on the occasions 
of its meetings, at his ‘‘Plumbing and Eating’ shop, 
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The Built-Well V-Lock Joint 


Sectional view of joint, turned 
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Cc. P. Brennan’s Plumbing and Eating Shop at 218 Thayer 
strect, Providence, R. I. 


which is shown herewith. In the rear of the building 
is a plumbing shop, and the front part is occupied by a 
restaurant, both of which are operated by Mr. Brennan. 

The American Heating & Plumbing Company, 829 Ba- 


ronne street, New Orleans, La., has been awarded the 


heating and plumbing contracts in the alterations and 
addition to the high school at Metairie, La. 

The Houston Amusement Park Company of Houston, 
Tex., plans constructing a swimming pool in connection 
with an amusement park at Houston, Tex. 

The O’Pry Plumbing & Heating Company of Macon, 
Ga., has been awarded the plumbing and heating con- 
tracts on the Wesleyan College. 

F, Wahrmund, San Antonio, Tex., has been awarded 
the heating contract in the addition to the Collins Garden 
School in San Antonio. 

The Hudson Realty Company, Greensboro, N. C., has 
let a contract for the erection of a new $40,000 building 
on Lyndon street, Greenshoro, N. C., to be occupied by 
Whitman-Douglas Company, jobber of plumbing sup- 
plies. 

The Pate Company, 2215 Avenue A, Birmingham, Ala., 
has been awarded the heating and plumbing contracts on 
the $300,000 Phoenix Realty Company office building. 

N. W. Myers, 7207 Ninth street, Tampa, Fla., has been 
awarded the heating and plumbing contracts on the $150,- 
000 Standard Oil Company building at Tampa. 








up side down to show how 
dowels are inserted from bot- 
© W tom. Moisture only makes 
A Built ell them tighter. 
Patented 





Seat 








When you show ’em the V-Lock Joint and explain 
what it has to do with the life of a seat, they’ll want a 
Built-Well. 

Made in six different styles which can be furnished 
in plain or Quartered oak, in golden, antique or natural 
color, imitation mahogany, walnut and ebony finish; 
white lacquer; also in genuine walnut or mahogany. 
Finished right. Write today for catalog. 


Built Well Vo. Co. 


1458 W. Kinzie St. Chiczgo, Il. 






































PAINE TOGGLE BOLTS 


‘*The Most Practical Toggle’’ 





The Toggle with the “Spring Wings”’ 
Save Their Cost in Time and Patience 
ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 


NICKEL PLATED OR GALVANIZED 
SIMPLEST AND QUICKEST 


Samples on request — No Charge 


THE PAINE COMPANY 
2951 Carroll Ave. 3 Chicago, Illinois 


Stocks 33 Warren Street, New York City, New York 
CarriedZ 915 Bryant Street, San Francisco, California 
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RIVERSIDE 
REFRIGERATOR DRAINS 


Galvanized - - Rust Proof 
3 SIZES 
Tapped 11,4” - 11,” 





Made by 


Riverside Foundry 
& Galvanizing Co. 


Kalamazoo, Mich. 





RT 30-31 











WADE Downspout Heads 


are equipped with 
easy slip joint con- 
nection that makes 
up absolutely tight. 
Prominent Engi- 
neers and archi- 
tects are specifying 
WADE. 


Send for our catalog 


Wade Iron Sanitary Mfg. Co. 


551-53 FULTON ST. CHICAGO, ILL. 
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Next Time 


use Phillips Self-drilling Expansion shells. 
There's nothing simpler than these two-piece 
all-steel shells. Recommended for all types of 
hangers. Every shell makes its own hole. Once 
installed they cannot work loose or pull out. 























Al 


l/ 


i 








Write for particulars. 


PHILLIPS DRILL COMPANY 


1537 CORTLAND ST. CHICAGO, ILL. 
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EXTRA HARD 
Polished Graphite Finish Bibb Washers 


Made of a high grade heat resisting compound. 
Will stand up under most severe conditions — 
equally well suited for extremely Hot or Cold 
Water—Two styles Bevelled and Flat. 


Packed 100 in a box—all sizes 1/4 inch to 1 inch. 


Order from your jobber. 


LAVELLE RUBBER COMPANY 
320 W. Illinois Street Chicago, Illinois 
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The Scott Company and W. A. Aschen, both of Oak- 
land, Calif., have been awarded the contracts for plumbing 
and heating, respectively, on the new St. Mary’s College 
high school to be erected at Peralta Park, Berkeley, Calif. 

First National Bank of San Jose, Calif., will build a 
nine-story and basement bank and office structure on the 
corner of First and Santa Clara streets at a cost of 
$400,000. 

E. M. Welch, 623 Wasco street, Portland, Oregon, will 
build an undertaking establishment on the corner of 
Piedmont and Westall streets, Oakland, Calif., at a cost 
of $48,000. C. W. McCall, 1404 Franklin street, Oakland, 
is the architect. 

On West Dover street, near Fifty-second, Oakland, Calif., 
the Baby Hospital Association will erect a three-story hos- 
pital. E. W. Cameron, 1924 Broadway, is the architect. 

John Malones will build a three-story 36-apartment 
building on North Hawthorn avenue, near Elm street, 
Oakland, Calif., from plans drawn by B. C. Burrell, archi- 
tect, American Bank building. 

La Miranda Corporation, San Francisco, will build a 
14-story and basement apartment building at the corner 
of Union and Leavenworth streets, at a cost of $450,000. 

Construction will soon be under way on the $275,000 
10-story community apartment house on Larkin street, 


between Greenwich and Lombard streets, San Francisco. 
It will be built for Quandt & Bos, 2525 Larkin street. 


The Ohio Bell Telephone Company will build a new 
seven story telephone exchange and general office at 
Springfield, Ohio. 

A department store building is to be constructed in 
Akron, Ohio, at the corner of South Main and Chestnut 
streets by the M. O’Neil Co., at a cost of $3,000,000. 

The board of education at Attica, Ohio, will build a 
new school building at a cost of $150,000. Walker & 
Norwich, Dayton, are the architects. 

A $90,000 school is to be built in Hartville, Ohio, 
Lake Township. T. Ralph Ridley, Akron, is the architect. 

Kistner & Greek, architects at Kent, Ohio, are taking 
bids for a new theater building to be built in that town 
at a cost of $150,000. 


John J. Vogelpohl has the contract for the vapor heating 
system to be installed in the Sisters’ Residence under con- 
struction at 3006 West Eighth street, Cincinnati. F. C. 
Blome has the contracts for the gas fitting and plumbing 


on the same structure, 


S. L. Craig & Company, of Indianapolis, Ind., are the 
architects for a new school structure to be built in Perry 
Township, Miami County. Ind. 

The First National Bank of Amarillo, Tex., has prelim- 
inary plans under way for the construction of a 16-story 
store and office building. The structure will be of face 
brick, tile, stone, steel and reinforced concrete and will 
cost approximately $800,000. W. H. Fuqua is president 
of the bank. 

H. B. DeLong, Spokane, Wash., has been awarded the 
contract on the new Chronicle Building in that city, 
which, when completed, will be one of the outstanding 
newspaper buildings in the United States. 

A theater and commercial building is to be erected at 
Portsmouth, Ohio, by Wm. Gabelman, of that city, at a 
cost of $50,000. 

Otto Schultz, Portland, Oregon, who has a plumbing 
business at 747 Northrup street, has started construction 
of a $10,000 home which his family will occupy. 


Sturges & Sturges, Portland, Oregon, have been awarded 
the plumbing and heating contracts on the $250,000 apart- 
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ment which is to be built by Harry Mittleman at Mont- 
gomery and Twelfth streets. 

A $60,000 apartment house will be built in Portland, 
Oregon, on Union avenue for Einerson & Hatton, realtors. 
James Watt, 1164 Mallory street, is the architect. It will 
contain twenty apartments of two and three rooms each, 
all modern, with electric refrigeration and oil burning 
heating system. 

Gordon Coffey, son of Bart D. Coffey, until recently 
with his father in the Coffey Plumbing & Electrical Co., 
Portland, Ore., has accepted a position in Seattle as sales 
representative for the Pacific Water Works Supply Com- 
pany, to which city he and his wife went to make their 
home the first of the year. 

Voters of Anacortes, Wash., will vote on a $50,000 
bond issue on February 25 to raise funds for making ex- 
tensive improvements to its water system. 

The Heffley Plumbing Co., of Battle Creek, Mich., will 
take bids the last of February or first part of March on 
the construction of i1-story warehouse, 66x132 ft., to 
cost about $25,000. 

The T. E.. Henderson Plumbing Co., Springfield, Mo., 
is about to begin the construction of a store building on 
North Robberson avenue, to cost about $15,000. 

Raymond Hatch, architect in the Henry building, Port- 
land, Oregon, is drawing plans for a $50,000 church for 
the First Christian congregation in Twin Falls, Idaho. A 


kitchen and banquet hall will be features of the edifice, 


A $20,000 service station will be built in Portland, 
Oregon, at East Broadway and Twenty-second street, Ros- 
coe D. Hemenway is the architect. 


Smiles Cast Upon Prospective Customers 


Come Back in Shape of Sales 


Make Them Laugh with You——-Not at You—Then Sell 
Them 


OU know what happens to “bread cast upon the 
7 waters.”’ Well, the same thing happens to smiles 


which you give prospective customers. When you 
have people in a smiling mood you can sell them your 
wares much more easily than you can when they feel 
grouchy. Don’t you always feel better when a customer 
comes in your store with his face wreathed in smiles? 
Sure you do. If he comes in with a wicked gleam in his 
eye, and with his fists clenched, you immediately begin 
to wonder how much you will lose if you give him an 
extra ten per cent discount. 

So before you pull happy customers into your store 
you must make them connect your place of business with 
smiles. That is the function of the epigrams published 
in this column every week. Try them out. Use a new 
one every day. Copy them on an epigram sales stand, on 
a blackboard, or on a window card. Chase out the 
“‘glooms” and make way for the “‘joys’”’ and more business. 

A superintendent of police out of place is a small man. 

* *. * 
He who cannot dance says the floor is uneven. 
* * * 
When a doctor looks me square in the face and can’t 


see money I am well. 
7 * * 


Any man stung by a hornet will admit that first im- 


pressions are lasting. 
. * * * 


Style is everything for a sinner, and a little of it won’t 


hurt even a saint. 
+ + * 


A concrete mixer seldom loses himself in his work. 
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Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





TANKS FOR: High pressure gas and air storage — Pneumatic 
water systems—Gasoline and oil storage—Oil burning equip- 
ment—Open top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S.M.E. code tanks. 








Dart Unions speed up work and 
thus effect a big saving. 


Try them on the next job. 


E.M. Dart Mfg. Co. 
Providence, Rhode Island 

& The Fairbanks Company, Sales 
Agents. Canadian F 

tory: Dart Un 

Li.nited, ‘Toronto 
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Positive Action! 


Action which keeps the 
customer satisfied. Once 
installed the NEW KAL- 
AMAZOO will give no 
trouble and requires no 
troublesome, profit-eat- 
ing service calls. 


Write us 
today for 
full par- 
ticulars 


National Water Lift 
Co., Kalamazoo, Mich. 
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Tank Fittings of Quality 
1856 ‘*McSHANE’’ 1927 





The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 
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Bath a ‘Day Movement 


Effective use of “The Story of the Bath” is not limited to 
plumbing contractors. We have received an order for a large 
num uber bad — second of such 

1 this company—from J. D. 


J inn son Co., Inc., of P sladelphia, Pa. 

These copies were distributed as 
complimentary souvenirs at the 
“Bui Iders E xposition” which took 


place from February 5 to February 12. 
More friends made for the master plumber. Wherever “The 
Story” goes, there you will find people who have a new tdea of 


> rendered by our industry. 


F ALL of those interested in the industry in every 

community—manufacturer, wholesaler and master 

plumber—could visualize the results to be achieved 
by a concentrated effort to put over a Bath a Day cam- 
paign, there is no possibility of gauging the good to be 
done. 

At one time the public utilities of this country were fair 
prey for the politicians. All that has been changed. The 
utility companies, by educating users of gas and electricity, 
have not only won their support, but have actually made 
them investors. It would be impossible for the politicians 
to try any of the old tactics in this direction. 

This is an extreme example of what education can ac- 
complish for an industry. In our own case, the plumbing 
industry might be placed in a far more favorable light in 
the public mind with the result that the individual plumb- 
ing contractor would find less sales resistance to overcome. 
Education will increase the demand for the products of 


Type C. V. Fig. 2234 — Single Model Vacuum Pumps 


DEPENDABILITY 


is an essential requirement of all apparatus entering 
into the equipment of every worth while project. 


Economy Centrifugal Yacuum Pumps 


embody every requisite of high class equipment. They 
are well motored with ample reserve power. They 
never burn out, consequently shut downs are avoided. 
They are guaranteed for performance and quality. 


Economy Pumping Machinery Co. 
87 N. Curtis St. CHICAGO 
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the plumbing industry by teaching, as does ‘‘The Story of 
the Bath,” the healthful effects of more frequent bathing. 

It has been demonstrated that the school authorities 
will welcome such educational material. One hundred and 
sixty-two cities and towns in this country are now making 
use of “The Story’ as supplementary reading. Why not 
more? The answer, we think, lies in the fact that we do 
not realize the value of educational work. We want to 
make direct sales. As a matter of fact, direct sales will 
come much more quickly if there is carried on some edu- 
cational work which will pre-sell the public on the industry 
and its aims and purposes. 

If you have never read “The Story of the Bath,’ we 
suggest that you write for a free copy. Then read it and 
pass it on to your school authorities. They will accept it. 
Secure sufficient copies for the needs of your schools, and 
tie your own shop up with those copies by using the other 
Bath a Day helps—the stickers, posters, window transfer, 
buttons, ete. 

Write today for your copy of ‘‘The Story of the Bath.” 





The Barber Plumbing Co., of Houston, Texas, has been 
awarded the heating and plumbing in the remodeling of 
the fifth floor of the courthouse. 

The Hamilton Co., of Dallas, Tex., has been awarded 
the heating, plumbing and ventilating on the city hall 
auditorium building at Wichita Falls at $68,480. 

W. L. Beckham of Harlingen, Texas, is contemplating 
the construction of a hotel building to cost $500,000. 

Huey & Phelps Hardware Co., of Dallas, Texas, is hav- 
ing plans drawn by Architects Lang & Witchell, Ameri- 
can Exchange building, for the construction of a three- 
story and basement reinforced concrete warehouse, 100x 
400 ft., to cost $350,000. 





> 
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Dependable Nipples 


You can bank on 
PABST Nipples. 


Theyre all good. 
PABST Nipples are 
made from new pipe. 
They have clean, full 
cut threads—make up 
tight and stay that 
way. 
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If you want to speed 


up your piping jobs, 
order PABST Nipples 
from your jobber. He 


has them. 





FRED PABST CO., Mfrs. 
917 Chestnut St. Milwaukee, Wis. 


The same old name since 1844. 
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LIMERICK FANS—ON GUARD! 
Next week we're going to tell you how we got the King out 
of his difficulty on the island. 
In the meantime those of our readers who have a liking for 
Limericks can exercise their ingenuity on this one: 
GETTING A JOLT 
There was a young fellow named Pratt, 
Who stopped near a mule for a chat; 
When he woke up in bed 
A day later, he said: 


“ ” 


There's a peach of a last line for that one. You Limerick 
fans ought to be able to work it out. Just look around for 
a word to rhyme with “chat.” We'll tell you this much— 
it has the same number of letters. Let’s go. 


PERILS OF THE STRIKE 
During the recent strike in England the volunteer driver of 
the London-Liverpool express performed the miraculous feat 








of bringing the great train into Liverpool twenty-five minutes 
ahead of schedule time. The passengers went forward in a 
body to thank him. 
A pale green face emerged from the cab: 
“Don’t thank me,” it gasped; “thank God. I only found out 
how to stop this thing ten minutes ago.” 
P. G. N., Chicago, Il. 
THESE PROHIBITION POEMS ARE PRETTY BAD 
Sing a song of suspense, 
Bottles full of rye. 
If you drink a glassful 
You might lose an eye. 
NOT MUCH CHOICE 
Anxious Old Lady (on river steamer): “I say, my good 
man, is this boat going up or down?” 
Surly Deckhand: “Well, she’s a leaky old tub, ma’am, so 
I wouldn’t wonder if she’s going down. ‘Then, again, her 
bilers ain’t none too good, an’ she might go up.” 





EPITAPH 
Here lies a very thrifty Scot, 
Who saved whate’er he might— 
He lit his pipe on gas jets, 
So he could save the light. 
P. N. O’F., Los Angeles. 





SQUALL COMING 
“Dad, the thermometer has fallen.” 
“Very much?” 
“About five feet— it’s broken.”—R. A., New York. 
“SY” SEZ 
“Did he marry the heiress for her face?” 
“No, for her figure.” 
The moth is not a society favorite even if it does frequently 
appear in a dress suit. 
Did you ever hear of the Scotchman who, during the last 
eclipse, tried to send a telegram as a night letter? 
“Sy” Martin, Owensboro, Ky. 


WHO KNOWS? 
Diner—‘‘My bill, waiter.” 
Waiter—“What did you have?” 
“TI don’t know.” 
“Hash is forty cents.” 


Name for a spring poem—Gurgling Gutters. 
is FS. 








BRYAN BOILERS 





OIL or GAS HEAT 
at 
LESS THAN COAL 


The Bryan Boiler, built expressly for 
oil or gas heat, is so fundamentally 
sound in principle that its savings 
in fuel range from 30 to 50%. 


If interested in having oil or gas 
heat at less than coal cost, write us 
for detailed information about the 


Bryan Boiler. 





Steam, Vapor, Vacuum, Hot Water 





Sold Only Through the Heating Trade 
on Exclusive Local Sales Franchise Plan 





Manufactured By 
BRYAN STEAM CORPORATION 
(Boiler Division) 
Peru, Indiana, U.S. A. 
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A dose of W. J. 
cures boiler grief 


W. J. quickly re- 
moves rust, scale, 
oil grease and other 
impurities. Con- 
tains no ingre- 
dients that will in- 
jure the boiler. 


It is unnecessary 
to draw the fire or 
empty the boiler 
when using W. J. 


The W. J. remain- 
ing in the boiler 
will neutralize the 
solids in the water and prevent further 
deposits of rust and scale. You will 
find W. J. easy to sell. Order a case 
today. Write for particulars. 
EXCLUSIVE DISTRIBUTOR: 

JOHN G. KELLY 

210 E. 45th Street 33 New York, N. Y. 


Desirable Territory Open For Agents 





The bucket test proves it 





PIPE FITTINGS: 


IRON BODY GATE VALVES 


2’ to 12” 
inclusive 


Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHIGAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 























PATENTS 


Heating Department 


1,613,660. Oil Burner. Charles I. Hoag, Chicago An 
oil burner comprising a vertical cylindrical rotatable air 
conduit open at the top, there being an opening in one 
side of said conduit and an outwardly extending vane to 
force air into said opening and upwardly through said 
conduit; an oil vessel secured to said conduit adjacent 








1,613.680. 


the top thereof, said vessel having upwardly and out- 
wardly flaring walls and said conduit projecting upwardly 
into said vessel; means for introducing oil into said 
vessel; and a spreader head arranged above said oil vessel 
and extending laterally beyond the edges thereof, sub- 


stantially as described. 
* * * 


1,613,820. Oil Burner. George B. Dahl, New York, 
N. Y. An oil burner comprising a mixing drum open from 
the top to the bottom, an oil trough arranged below said 
drum, a vaporizing ring loosely mounted in said trough, 
a ring co-acting with the vaporizing ring presenting an 
annular opening for the escape of vapor from said trough, 
said opening being positioned to discharge the vapor 








1.613.820, 


substantially at right angles to the axis of the mixing 
drum into the upper part of the trough and from thence 
into the mixing drum, and means co-acting with the 
mixing drum for directing air into the bottom of the mix- 
ing drum immediately above said annular opening for the 
vapor and substantially parallel thereto. 

* * * 


1,614,580. Dust Catcher for Radiators. Charles Kas- 
per Volckening, Brooklyn, N. Y. A device of the character 
described, comprising a radiator casing provided with 
openings to facilitate the passage of air from the radiator 
out into the room, a cloth member connected with said 
radiator casing and so located that air, in passing through 























February 12, 1927 DOMESTIC ENGINEERING 109 











They Stand Out! 


Among the hundreds of different ball cocks used throughout 
the trade SHERWOOD Ball Cocks stand out definitely from 


the rest. 





The ball cock is the only automatic device in the bathroom 
that must function day and night— without ever being seen. 
That unseen service demands a lot—and what it demands, 
the SHERWOOD ball cock has! Of course the price is a 
little more—but the difference is in quality! 

All metal parts are fine tough bronze-steatn metal seat. One 
pin holds all parts in place. Closes silently—without whist- 
ling or gurgling—on any city water pressure. 


Trouble-free service—that’s SHERWOOD! 


ASK YOUR JOBBER 


SHERWOOD BRASS WORKS 


JEFFERSON AND MOUNT ELLIOTT STREETS 
DETROIT, MICHIGAN 
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Flush Valves 





HEN the valve is in position on 

the bow] with which it is to oper- 
ate, and the water pressure turned on, 
the simple turning in or out of the 
regulating screw (A in diagram) sup- 
plies the exact amount of water needed 
to make the closet bowl flush perfectly. 
This adjustment, when made, remains 
permanent. 


This vitally important regulation fea- 
ture often enables the plumber to make 
a sluggish bowl flush when otherwise 
it would have to be replaced. 


No regulation is required from LOW- 
EST to HIGHEST pressures. Do not 
confuse this with regulation of VOL- 
UME of water delivered to the bowl. 


Every time the valve is flushed, the 
plunger (B) is raised off its seat (C), 
leaving an opening through which 
grains of sand, etc., can be washed out 
of the port. 
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Having a 25% larger diaphragm-area 
in the control chamber, the Watrous 
valve functions perfectly under low 
pressure conditions where other valves 
often fail. 


It has a larger water-way per second 
of opening, and therefore delivers water 
with extra volume and “punch’’. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
CHICAGO 


1231 West Harrison Street 


BRANCH SALES OFFICES 


H. D. Tuck, 404 Marquette Bidg. 
Detroit, Mich. 


W. E. Blair, Jr., c/o Coronado Hotel 


Chas. S. Anderson 
6614 Minne Lusa Ave. 
Omaha, Neb. 


San Francisco, Cal. 


St. Louis, Mo. Continental Sales Co. Los Angeles, Cal. 


R. J. Shank, 920 Grand Ave. 
Des Moines, Iowa 


924 Metropolitan Life Bldg. 


February 12, 1927 


Wm. P. Horn Co., 237 Rialto Bldg. 
L. C. Coombs, Rm. 506,110 W.11thSt., 


. eee Wm. P. Horn Co., L. C, Smith Bldg. 
Minneapolis, Mino. Seattle, Wash. 
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said openings, passes also through said cloth, and mechan- 
ism connected with said cloth and manually operable for 
shifting said cloth into different positions relative to the 
openings in said radiator casing. 
* a * 
1,614,613. Air Valve. Moses G. Hubbard, Chatham, 
N. J. An air valve comprising a casing having an outlet 
port, a valve for closing said port, and a thermostat com- 





1,614,613., 
1,614,580, 





prising a substantially straight bimetallic strip and two 
transverse arms integral therewith located one at or near 
each end of said bimetallic strip for actuating said valve 
when subjected to varying temperatures. 
* * * 

1,614,805. Thermal-Efficiency Casing for Fluid-Heating 
Cornelius Arthur Ryerson, Toronto, Ontario, 
The combination with a boiler proper, of an 


Boilers. 
Canada. 


outer casing extending about the boiler in spaced relation 
thereto, an intermediate dome extending over the boiler 
and spaced therefrom and from the outer casing, said 
dome having orifices through the top thereof and depend- 
orifices, 


ing extendible conduits mounted in said and 


valves for normally closing the conduits. 





























1.615.061 

1,615,061. Low-Water Alarm. Roy L. Badger, Youngs- 
town, Ohio. The combination, with a boiler, of a metal 
tubular shell extending upwardly from one wall of the 
boiler into the normal water space and beyond the safe low 
water level, a heat conducting plug within the shell se- 
cured to the shell in a region which is above the layer 
of heat-conducting saturated steam which overlies the 
water when the latter has descended to an unsafe level, 


and an alarm controlled by concentration of heat. 
* * * 
1,614,918. Automatic Controlling Mechanism for Oil 
Burners. Walter L. Dreyfus, San Francisco, Calif. In 


temperature producing and controlling mechanism, the 
combination with a liquid fuel burner of an atomizer 
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The highest grade plumbing fixtures in the world. 
Cone: — compression — quick compression. 


THE MORGAN BRONZE CO. 


CLEVELAND 





























YE PAUL REVERE APTS - - Somerville, Mass. 
NEW OCEAN HOUSE - - - = Swampscott 
WASHINGTON HTS. APTS - - - = - = = Boston 
BANCROFT HOTEL ADDITION ( partial) Worcester 


With increasing installations of the above important nature 


URTI 


TANK NOISELESS Fittincs 
are gaining and holding the good-will of the trade. 


Curtin products are now being nationally advertised in the House & 
Garden and Good Housekeeping Magazines. We are asking those in- 
terested in Curtin fittings, and who do not know plumbers handling 
our line, to write to us, that we may suggest outlets for the buyers’ 
convenience. 


fA. F. CURTIN VALVE COMPANY 
( MEDFORD, MASSACHUSETTS 











WHEELING 
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Wheeling, W. Var 


me Grade Plumbers 
Ware— Two-Fired 
Vitreous China 

Plate 100-E Lavatory on 
Pedestal. Two sizes— 
24x20 inches and 26x22 
inc es. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
258-E large size tank, 
with special fittings. 

Reference — Domestic 

Engineering Catalog 
Directory. 




















1 STRONG 


You'll never have to pose four men on 
| your Martin Portable Vise Stand and 
| Pipe Bender—but it’s a lot of satisfaction 

to know that there’s 

that much strength 
built into it. 


10 day 
free trial 
offer. 


H.P. MARTIN 
AND SONY 

626 E. 2nd St. 

| Owensboro, Ky. 
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therewith, a valve controlling the flow of fuel to the 
atomizer, an electric motor whereby the atomizer is op- 
erated, an air blower driven by the motor to deliver air to 
the atomizer, a damper regulating the flow of air to the 
atomizer and a mechanical controlling mechanism also 
operated by the motor whereby the air damper is first 








‘A Wo 
1,614.918. «9 





opened a predetermined time period after the motor is 
started and then the oil valve opened a predetermined 
period after the opening of the air valve, and said mechan- 
ical controlling mechanism also adapted to close both the 


air damper and the oil valve when the motor is stopped. 
> a > 


1,614,692. Jump-spark Igniter for Oil Burners, etc. 
Oscar C. Schroeder, Chicago. In a jump spark igniter, the 
combination with a pair of insulating posts, of a base piece 
connecting one end of the posts, a cross piece adjustable 
on the central portion of the posts and carrying an elon- 
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gated electrode consisting of a heavy rod with its electrod» 
end reduced, and a second cross piece adjustable toward 
the ends of the posts and having an aperture therethrough 
for the first mentioned electrode and a generally U-shaped 








1.614.692. 


electrode carried by the second cross piece, but with its 
end adjacent the reduced end brought close to said reduced 
end. 


Plumbing Department 


1,614,079. Faucet. Herman H. Meyer and Edward C 
Reehorst, Cleveland, Ohio; said Reehorst assignor to said 
Meyer. In a faucet construction, the combination of a 
faucet casing, a valve casing adapted for insertion into and 
attachment to said faucet casing, said valve casing being 
provided with a valve seat, a valve stem rotatably con- 
nected with said casing and carrying a valve adapted to 
co-operate with said seat, a coil spring encircling and 
connected with said stem and having a circular adjust- 
able connection with said casing, said faucet casing being 














SCOTT VALVES 


A COMPLETE LINE OF 
BRONZE ea IRON-BODY VALVES 
BUILT FOR LONG LIFE 





ply 


Since 
1866 


Scott Iron-Body Gate Valves incor- 
porate in their design and construc- 
tion, the experience of forty years in 
the exclusive manufacturing of valves. 
Full weight—symmetrical and scien- 
tific distribution of metal to resist 
: strains— high quality of material— 

accurate workmanship—rigid inspec- 





—hersue tion and test—these are the essential 
Jay stnt factors entering into the manufacture 
on request of Scott Valves which have won for them => — 
the confidence of many satisfied users. O.S. & Y. Gate 
125 lbs. 


f: SCOIT VALVE MFG. CO. 


SIGN : VALUE DETROIT MICH. SIGN VALVE 


‘MAXIMUM SERVICE PER DOLLAR’ 
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fushioned with a valve seat, and a fluid pressure-operated 
valve arranged in the normal operation of the valve to 
be held off of said last mentioned seat by said stem and 
to be seated thereagainst when the valve casing and stem 


are detached from said faucet casing. 
* * * 


1,614,437. Mixing Valve. Charles C. Cochran, Los 
Angeles, Calif. A valve structure comprising a sectional 
casing, a valve operating in the casing and provided with 
portways opening to each other and extending in relatively 
different directions,.one section of the casing having hot 
and cold water connections, respectively, co-acting with 
said portways, a liner between the sections having a por- 





1,614,079. 1,614.487, 
tion adapted to respectively close and partly close either 
of said portways to the respective connections, the other 
section having a discharge nozzle communicating with said 
portways, means to permit thé valve to be moved with 
respect to the portways and with respect to the liner so 
that the portways will be respectively and in graduated 
degrees alined with said intake connections, and whereby 
when the valve is turned to one position .the portways 
will be entirely closed by said liner, and means to advance 
both sections of the casing against said liner. 


* * om 
1,613,998. Water-Purifying Apparatus. Harry Buxton 
Hartman, Scottdale, Pa., assignor to Electric Water 


Sterilizer and Ozone Company, Scottdale, Pa. A water 
purifying apparatus ‘ncluding in combination, an ozone 








generator, a switch part on the generator, a combined 
valve and injector device including a casing, an injector 
nozzle therein, a plunger operating in part of said casing, 
a spring for the plunger adapted to be overcome by water 
pressure within the casing, a valve within the plunger and 
adapted to normally seat on the nozzle, and a coiled spring 
constituting a coupling between valve and plunger. 
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ADAPTABLE—RELIABLE— STURDY 
OVERTON 


ROOF FLASHINGS 


Adaptable to either stan- 
dard or extra-heavy pipe. 
Reliable, because once in- 


stalled they need no atten- 
tion. Sturdy because of 
construction. OVERTON 
flashings are endorsed 
by plumbing inspectors 
everywhere. 


BUTLER MFG., CO. 
Minneapolis, Minn. 





KNOTT “ATLAS” 














Knott ‘‘Atlas’’ seats are 
guaranteed. They never 
come apart because they 
are reinforced with spiral 
hickory dowels. Straight 
grain construction elimi- 
nates butted ends. 

A type for every installation. 
Your jobber willsupply you. 


KNOTT MFG. 


Tell City, Indiana 








Seat No. 3—Hinge No. 75 





“They may last—”’ 


This is the best that can be said of drain lines that must 
carry acid or acid waste, unless they are Duriron. 


Any other material is licked before it starts, while Duriron 
acid-proof drain pipe carries on year after year, unaffected 
by the acids handled. 

Tell your client and he will be wiser and better off. You 
will have a satisfied customer, as well as make a better 
profit on the job. 


me DURIIRON COMPANY 


HEREC HOHE HOKOHOHOKGK Heshorkerkerkonkeohesherheakeoteok ester Motor 


The poppet seats 


firmly 

The poppet in a “SURE-TITE” com- 
bined foot valve and strainer seats 
firmly on a rubber disc of the very best 
quality, making an air-tight joint. 

A positive Foot Valve on every pump 
will eliminate pump trouble. 

WRITE FOR DETAILS 


PETERS PUMP CO., Kewanee, IIl. 
Manufacturers of 


‘‘SSURE-TITE”’ 


Combined Foot Valve and Strainer 
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BENEATH 
THE 


OUTER 
WALLS 


of a 






Boiler makers 
Jor over 
60 years ] L 


there are features which 
mean a great deal to 
the satisfection of the 
owner. PLUMBERS 
who recommend this 
boiler either for furn- 
ishing a constant sup- 
ply of hot water for 
schools, hospitals, 
apartment _ build- 
ings, etc., or as a 
heater for bungalows, 





Automatically garages, stores or 
feeds itself for greenhouses will 
24 hours. find that many repeat 

ini orders will result be- 


cause of the extreme 
U 1 sted satisfaction it gives. 
ses low pric 


coal. Send for 
Plumbers’ Special 
me Catalog and 
Prices 
sa hgeenad sup- 
ply is constant. 

- S. WILKS 
alt Manufacturing 
Se aebasiions Company 
per hour. Established 1857 

evo 3521 Shields Ave. 

CHICAGO, ILLINOIS 


E. W. Sedgwick, Pres. 


H. M. Sedgwick, 
Secretary and Treasurer 


Heating 200 to 
1,200 square 
feet. 











A CUSTOMER 
WILL NEVER COME BACK 


to you for any kind of work, either new or repair 


IF YOU HAVE SOLD HIM A POOR BULB 
BECAUSE 


He comes to you, being a Plumber, 
for a bulb, washer or float wanting 
reliable goods, wishing to avoid 
trouble, otherwise he would go to 


the 10-Cent or Department Stores. 


Tank puL® 


If, however, what you sell him may make trouble, 
you take a chance and if it does not stand up 
100 per cent as the very best should 


YOU BOOST THE 10-CENT AND DEPARTMENT STORES 
AND KILL YOUR OWN BUSINESS! 
Don’t Take A Chance With Untried 


Goods To Please Some Salesman 
You Are Gambling With Your Good Name 


USE “G00D"’ GOODS EXCLUSIVELY AND PLAY SAFE 


“GOOD” Goods place you and your work 
in a class by itself-- ORDER TODAY! 


GOOD MFG. CO. Inc. 


Makers for Thirty Years of the Best Plumbing Goods 


SAN FRANCISCO = NEW YORK _ NIAGARA FALLS 





1,614,974. Electric Water Heater. Norbert F. Strauss, 
Milwaukee, Wis. An electric water heater, comprising an 
outer casing having a closed end provided with a delivery 
pipe and having an open end, an inlet pipe leading into 


| said outer casing adjacent its open end, a supply pipe 
projecting into said casing through its open end and open- 





ing into said casing in proximity to the closed end of the 
casing, an imbedded electric heater surrounding said last 








; 1,614,974, a 


mentioned pipe, a shell surrounding said heater and form- 
ing therewith a unit, and a flange closing the open end of 
said casing and surrounding said shell, whereby an an- 
nular water chamber is formed about said heater, and a 
central water chamber passes through said heater, the 
pipe entering casing being connected to supply pipe. 

* * * 

1,615,166. Electric Water Heater. Andrew Eathan 
Cowles, Kellogg, Idaho. In a device of the character 
described, the combination of a heater comprising an 
insulated heating member having a water intake and a 
hot water and steam discharge outlet remote from one 
another, an inner casing spaced from the outer casing to 
form a water jacket communicating with the water in- 
take, the inner casing being of lesser length than the 
other casing, an insulated block suitably channeled and 
provided with terminals for the inner casing, a resistance 
wound around said block in said channels, a water pipe 
worm wound around the block over the resistance, said 
pipe communicating at one end with the water jacket and 
at the other end with the steam and hot water discharge 
outlet and electrical means connected to said terminals 
whereby the water is first heated in the water jacket and 
then superheated in the coiled water pipe. 
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“615.166.” 

1,614,800. Ball Valve. Robert H. Mueller and William 
J. Mix, Decatur, Ill., assignors to Adolph Mueller, trustee. 
Decatur, Ill. In a valve of the class described, a casing 
having an opening therein at its upper end, a movable 
valve member in the casing having a portion projectins 
from the casing through said opening, and a valve op 
erating lever connected with the portion of said membe! 


| projecting from said casing by means of an _ integral 


slotted arm receiving said member, and an integral baffl: 


| plate on said lever above said arm and member, whereby 
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to prevent fluid from being discharged upwardly around 
said member. 
- * * 

1,615,008. Pipe-Jointing Apparatus. William C. Fer- 
guson, St. Louis, Mo. A pipe jointing apparatus consist- 
ing of a base piece and a lever pivotally mounted on said 
base piece, said base piece and lever comprising side bars 
pivotally connected together at one end, a transversely- 
disposed abutment member connected to the side bars of 
the base piece and adapted to be arranged in engagement 





with the bell of one pipe, and a transversely-disposed 
thrust member carried by the side bars of the lever and 
adapted to be engaged with the front end of an adjacent 
pipe so as to exert pressure on same in a direction to 
force the spigot of said pipe endwise into the bell of the 
other pipe. 
* + a 

1,614,468. Hydraulically-Operated Flushing Valve 
Mechanism. Philip Haas, Dayton, Ohio. In a hydraul- 
ically operated flushing valve mechanism, the combination 
of a valve casing provided with a water inlet, a flushing 
discharge aperture, a flushing valve, and a back pressure 
chamber for closing the valve and holding it normally 
in closed position, a diaphragm connected to said valve 
and forming one wall of the back pressure chamber, a 
detachable cap member forming the other wall of the back 


30H 6 17 





pressure chamber, a stationary stud secured to the valve 
casing and extending through said valve and said back 
pressure chamber and detachably connected with said cap, 
said stud being provided with a longitudinal passage com- 
municating with the back pressure chamber and forming 
part of a relief passage therefor, the said flushing valve 
being movable longitudinally with respect to the stud. 
and a relief valve for controlling the discharge of fluid 
from the back pressure chamber. 

* * * 

1,614,733. Pump or the Like. Oliver C. Hufnagle, 
Dayton, Ohio, assignor to The Dayton Pump & Manufac- 
turing Company, Dayton, Ohio. A pump including in 
combination with a suction chamber, a valve base in said 
chamber, a detachable valve housing comprising a series 
of vertically extended, apertured portions projecting in- 
wardly from the wall of the housing, a detachable flow 
chamber housing having an apertured flange supported 
on the valve housing in register with said apertured por- 
tions thereof, and a series of bolts extended through said 
flange and apertured portions for securing said housings 


to the valve base. 
* * * 


1,614,620. Electric Water Heater. Ernest E. Kittredge, 
Joseph A. Forster, and Rasmus D. Johansen, Alameda, 
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Used by Three Generations 


AND STILL THE LEADING TORCHES 
AND FURNACES 


“Always Reliable” 








Covered by patents. 
No. 87 Qt. No. 88 Pt. 











Fifty years of experience mean the most 
practical and most durable tools which are 
guaranteed to give satisfactory results. Ex- 
perience is the best teacher. Buy this make 
which has a world-wide reputation. Most 
jobbers stock. Others will order. 


OTTO BERNZ CO. INC. Newark, N. J. 


Stocks in Newark N. J., New York City, 
Chicago, and San Francisco. 


Offices in Newark, N. J., New York City, Chicago, Fort 
Worth, Denver. Helena, Mont., San Francisco, Los Angeles, 
Seattle, and St. Thomas, Ont. 


s“ I 

Start 

any 

FURNACE 

every 

morning 
TORK TICE 


TREY ane 


Automatic Heating 


With Coal 


TORK DRAFT OPENER provides auto- 
matic morning heat and easy regulation 
all day. 

The only 10-day furnace clock. Solid 
brass. $10.00 retail. Sold through the 
plumbing and heating trade. Discounts 
and descriptive matter on application. 


TORK COMPANY, 12E.41stSt, NEW YORK 


For mnomical control of Automatic Oil Burner 


[TORK CLOCKS. Standard for any voltage 
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Your home in 


CLEVELAND 


Your home there, to be perfect, 
should be in the center of theatre, 
shopping, and business districts. It 
should be on all the main motor 
routes, and have complete garage 
facilities too. It should haveapop- 
ular-priced Coffee Shop served by 
the same kitchen as the luxurious 
main dining room. It should have 
600 large, outside rooms, all with 
bath. [tsratesshould be fromthree 
dollars. The service goes without 
saying. We mean the Winton, of 


course. J. L. Free, President 
W.S. Koones, Managing Director 


HOTEL WINTON || 


Cleveland 


PROSPECT AT NINTH 


Better Tools— 
Better Display — 
Bigger Sales! 


PIOMB TOOL CO. 


Complete stocks carried in 
CHICAGO, 
627 Washington Bivd. 
NEW YORK, 
207 E. 43rd Street 
Address ‘‘Plomb Tool Co,’’ 


Standard 
Plumber Tools— 
Displayed 


TO SELL 


Put this sales-maker in your 
city sales-room ! 
plete line of Plomb hand- 
forged tools forcefully dis- 
played to make sales for you. 
Equipment costs you noth- 
ing—send in your order for 
the tools and entire display 
board will be shipped at once. 


The com- 
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Calif. An electric heater comprising a transformer having 
a tubular secondary coil, an inlet pipe and an outlet pipe 
connected to said coil, a short circuit bar connecting the 
ends of said coil, electric and heat insulation enveloping 
said transformer, a faucet in said outlet pipe, an automatic 
valve in said inlet pipe, a switch in the primary circuii 
of said transformer and connecting means between said 














dy? 
1.614.620. 








1,614,733. 


switch and said valve whereby the opening of said faucet 
causes said valve to close said switch. 
* * 4 

1,614,622. Ventilated Seat. Frank Mahnken, Beards- 
town, Ill. In combination with a closet bowl, pivot eyes 
having vertically elongated openings formed therein, a 
seat including a ventilator chamber communicating with 
the interior of the bowl, a conduit in communication with 
the chamber and engaged in said eyes, means in said 
eyes normally resiliently maintaining the conduit in ele- 








vated position within the eyes and yielding when the 
seat is occupied to permit the rear end of the seat to 
move downwardly, an exhaust fan communicating with 
the conduit, a valve in the conduit normally closing com- 
munication between the exhaust fan and the conduit and 
means operated by depression of the seat for opening 
said valve. 





H. M. Skelton of Brownsville, Texas, is having plans 
prepared by Architect Birger A. Elwing, for the construc- 
tion of a theater and office building in Harlingen, to 


cost $100,000. 


Plans are being contemplated for a bond issue amount- 
ing to $1,500,000 in Dallas, Texas, to be used for the 
enlargement and modernization of the city’s sewage dis- 
posal plant. The problem has been studied by E. A. 
Kingsley co-operating with the state board of health with 
its relation to the pollution of the Trinity River. The 
issue of the pollution of this stream has been given much 
consideration by city and state officials recently and it is 
evident that improvements and changes must be made 
in the near future. 
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Classified Advertisements 


8 cents for each word including heading and address. 
Cash must accompany order. 


insertion. One inch $4.00. 


Count seven words for keyed address. 
Copy should reach us eight days in advance. 


Minimum $2.00 for each 





Situations Open 


WANTED — SALES REPRESENTA- 

tive on commission basis. Full or 
part time on rural sewerage disposal 
equipment. Sells to plumbers, jobbers 
and hardware merchants. Fine terri- 
tory open and real proposition for a 
worker. State your references and 
qualifications, Dail Steel Products Co., 


Lansing, Mich. ; > 
PLUMBING AND HEATING ESTIMA- 

tor wanted: Middle aged man with 
experience to work in the fastest grow- 
ing city in the United States. An op- 
portunity to purchase stock in the cor- 
poration. Address Key 783, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


SALESMAN WANTED—RESIDING AT 

or near Philadelphia experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade 
in the Philadelphia territory including 
west to Harrisburg and south through 
Baltimore and Washington to Norfolk. 
Give full details and references. Ad- 
dress Key 757, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. of 
WANTED—REPRESENTATIVE TO 

handle a standard line of plumbing 
and heating specialties on commission 
basis in the Southern territory. Ad- 
dress Key 763, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


SALESMAN WANTED—RESIDING AT 
or near Cleveland experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade in 
Ohio, including Detroit, and Pittsburgh 
territory. Give full details and refer- 
ences. Address Key 1758, “Domestic 
Engineering,” 1900 Prairie Ave.,. Chi- 
cago. 
GOOD. EXCLUSIVE DISTRIBUTIONAL 
proposition or side line for man with 
ability, calling on plumbing dealers. 
Commurfications strictly confidential. 
Koil-Les Heater Co., Geneva, Illinois. 


WANTED—TWENTY-FIVE A-1 REP- 
resentatives for exclusive sales rights 
on positively the best article of its 
kind on the market. Excellent op- 
portunity for the right men to estab- 
lish a life time income of big propor- 
tions. Prefer men experienced, selling 
‘plumbing goods through architects, 
jobbers, etc. Furnish references, first 
letter. Territory going fast, answer 
at once. Address Key 772, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
SALESMAN WANTED—RESIDING AT 
or near St. Louis, experienced on 
pipethreading tools, preferably pipe- 
threading machines, and acquainted 
with the plumbing and heating trade 
in St. Louis and Kansas City territory. 
Give full details and references. Ad- 
dress Key 759, “Domestic Engineering, 
1900 Prairie Ave., Chicago. 























Situations Wanted 


SITUATION WANTED: BY EXPERI- 

enced salesman well acquainted with 
plumbing and heating jobbers in Mid- 
dle West. Address Key 784, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 























A THOROUGHLY EXPERIENCED 

heating man and sales executive de- 
sires a position with manufacturer of 
boilers and radiators to represent them 
in Philadelphia. Address Key 769, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


POSITION WANTED — BY MIDDLE 
aged salesman; thoroughly expe- 
rienced in plumbing, heating and kin- 
dred lines. Address Salesman, 2713 
Mondamin Ave., Des Moines, Iowa. 


Married man, 37, twelve years’ ex- 

perience in plumbing and heating 
supplies, good business university 
education, desires connection as order 
clerk, salesman or similar position 
with good house. Address Key 782, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


Miscellaneous 





PLUMBERS’ BIN LABELS 


@ 13+; 
RED. ELLS 


Send for samples and prices and free booklet; 
“How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J. 




















The following used Oster Pipe Machines: 
306-A Oster 6-in. belt driven, 


GOUNNNOS. cccccceccccecooedoss $550. 
204-A Oster 4-in. belt driven, 

Complete ..cccccccccccccccces 3850.00 
304-B Oster 4-in. motor driven, 

Complete ...cccccccccccccccece 500.00 


2-in, Oster motor driven machine 350.00 


The ahove Oster Machines are all in 
excellent condition, and complete with 
regular equipment. 

Are You Interested? 
The O’Brien Machinery Company 
113 North Third St. Philadelphia, Pa. 

Cable Address: “OBRIEN” PHILA- 

DELPHIA 


Long Distance Telephone: Market 0727. 


Manufacturers’ Agents and Dis- 
tributors of heating apparatus of 
every description. Mail us cat- 
alogs and literature. 

Accounts solicited. 


Heating Apparatus Company, 
44 Wall St., New York, N. Y. 


ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, order books, il- 
lustrated stationary, etc., for plumbers 
our specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, 
Laurel Springs, N. J. Est. 1896. 7-31 





























WANTED ADDITIONAL PRODUCTS 

to manufacture. Corporation op- 
erating plant in Western Pennsylvania. 
Have large acreage and railroad siding 
into plant. Wm. H. Barr, 1917 Oliver 
Bidg., Pittsburgh, Pa. 


Books for Your Trade Library 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 
small your business, you need this 
book. Size 4%x6% inches. Over 100 
pages. Price, postpaid, $1.50. 


A PRACTICAL MANUAL OF STEAM 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most eom- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 60 
heating tables and 606 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 54x 
8% in., 316 pages. Cloth. Price, $3.00 
postpaid. 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%x7 in. 128 pages. 24 tables. Cloth. 
Price, $1°50. 


STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and_ circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
6x9 in. 406 pages, bound in cloth. 
Price, $3.50. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








EARL JUDD CORP. 


THE JUDD Water Closet Seats are a composition of rubber, which composition is the 


result of a quarter century’s experience in this seat line resulting in the most economica! 
durable seat made serving the public and mansion toilet efficiently. 


Ask your jobber or write us 


WRIGLEY BUILDING 





CHICAGO 





118 DOMESTIC ENGINEERING February 12, 1927 


























Every upward 
step your business 
takes should be 
advertised 
—and advertising Whatever service 
: : you offer to the 
will make possible mublic 
those upward steps. — advertise it] 
If you have a nice 
string of satis- 
fied customers 
— advertise itl 
When you take 
on a new line of 
specialties . 
— rtise i Domestic ENGINEERING’ 
wasamaaced Adeaeuan Edivoial “ay 
ice makes advertising easy 
for you—all you do is clip 








the copy from your copy of 
When vou add the paper and hand it, with 
rf the cut we send you, to your 


newspaper. Only $4.20 for 
truck 12 illustration cuts. Use 
—advertise it! the coupon below. 








another delivery 


Tear out and mail this coupon—now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Please enter my order for three months’ service of Advertising Editorials. 
I’m going to advertise! 














